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FOREWORD 


SUPPLIED ACCESSORIES 


Thank you for making the IC-7410 your radio of 
choice. We hope you agree with Icom’s philosophy of 
“technology first.” Many hours of research and devel- 
opment went into the design of your IC-7410. 


FEATURES 

O High receiver performance: third-order intercept 
point (IP3) of +30 dBm (HF bands only) 

O Simple band scope function 

O 40.5 ppm of high frequency stability 

O RTTY demodulator and decoder 

O RS-BA1 compatible 


IMPORTANT 


READ THIS INSTRUCTION MANUAL 
CAREFULLY before attempting to operate the 
transceiver. 


SAVE THIS INSTRUCTION MANUAL. This 


manual contains important safety and operating 
instructions for the IC-7410. 


EXPLICIT DEFINITIONS 


| _WoRD | DEFINITION 
Personal death, serious injury or an 
Personal injury, fire hazard or electric 


CAUTION Equipment damage may occur. 
NOTE If disregarded, inconvenience only. No risk 
of personal injury, fire or electric shock. 
Spurious signals may be received near some fre- 
quencies. 


These are made in the internal circuit and does not 
indicate a transceiver malfunction. 


Icom, Icom Inc. and the Icom logo are registered trademarks of 
Icom Incorporated (Japan) in Japan, the United States, the United 
Kingdom, Germany, France, Spain, Russia and/or other countries. 
Microsoft, Windows and Windows Vista are registered trademarks 
of Microsoft Corporation in the United States and/or other coun- 
tries. 

All other products or brands are registered trademarks or trade- 
marks of their respective holders. 


The transceiver comes with the following accessories. 


Qty. 
CO MaInd IMIGHOPNONEG sscvescesciasbcstehicdecceseestsiene 1 
@ DC power Cable* ........cccccecccccssssesseseeseseeseees 1 
(3) Spare fuse (ATC 5 A) ......cceseccscsecssesecssceeeeaee 1 
@ Spare fuse (ATC 30 A) ......cccceccscssessseecseeseeees 2 
RD PC ON ine asst Biz saasac tao lat ica lettedcitios 1 
CG) 6.3 (1G) WAMU staesteccacbckincedasedchadnncascudtea basics: 1 


*“ Differs depending on the version. 


FCC INFORMATION 


¢ FOR CLASS B UNINTENTIONAL RADIATORS: 
This equipment has been tested and found to comply 
with the limits for a Class B digital device, pursuant to 
part 15 of the FCC Rules. These limits are designed 
to provide reasonable protection against harmful 
interference in a residential installation. This equip- 
ment generates, uses and can radiate radio frequency 
energy and, if not installed and used in accordance 
with the instructions, may cause harmful interference 
to radio communications. However, there is no guar- 
antee that interference will not occur in a particular 
installation. If this equipment does cause harmful 
interference to radio or television reception, which can 
be determined by turning the equipment off and on, 
the user is encouraged to try to correct the interfer- 
ence by one or more of the following measures: 


¢ Reorient or relocate the receiving antenna. 

¢ Increase the separation between the equipment 
and receiver. 

¢Connect the equipment into an outlet ona 
circuit different from that to which the receiver is 
connected. 

¢ Consult the dealer or an experienced radio/TV 
technician for help. 


CAUTION: Changes or modifications to this device, 
not expressly approved by Icom Inc., could void your 
authority to operate this device under FCC regulations. 


PRECAUTIONS 


Z\ DANGER HIGH RF VOLTAGE! NEVER 
attach an antenna or internal antenna connector 
during transmission. This may result in an electrical 
shock or burn. 


Z\ WARNING! NEVER operate the transceiver 
with a headset or other audio accessories at high 
volume levels. Hearing experts advise against continu- 
ous high volume operation. If you experience a ringing 
in your ears, reduce the volume or discontinue use. 


Z\ WARNING! NEVER operate or touch the 
transceiver with wet hands. This may result in an 
electric shock or damage to the transceiver. 


Z\ WARNING! NEVER apply AC power to the 
[DC13.8V] socket on the transceiver rear panel. This 
could cause a fire or damage the transceiver. 


Z\ WARNING! NEVER cut the DC power cable 
between the DC plug and fuse holder. If an incorrect 
connection is made after cutting, the transceiver may 
be damaged. 


Z\ WARNING! NEVER apply more than 16 V 
DC to the [DC13.8V] socket on the transceiver rear 
panel, or use reverse polarity. This could cause a fire 
or damage the transceiver. 


Z\ WARNING! NEVER let metal, wire or other 
objects protrude into the transceiver or into connectors 
on the rear panel. This may result in an electric shock. 


Z\ WARNING! Immediately turn OFF the trans- 
ceiver power and remove the power cable if it emits 
an abnormal odor, sound or smoke. Contact your 
Icom dealer or distributor for advice. 


Z\ WARNING! NEVER put the transceiver in 
any unstable place (such as on a slanted surface or 
vibrated place). This may cause injury and/or damage 
to the transceiver. 


CAUTION: NEVER change the internal settings of 
the transceiver. This may reduce transceiver perfor- 
mance and/or damage to the transceiver. 


In particular, incorrect settings for transmitter circuits, 
such as output power, idling current, etc., might 
damage the expensive final devices. 


The transceiver warranty does not cover any prob- 
lems caused by unauthorized internal adjustment. 


CAUTION: NEVER block any cooling vents on 
the top, rear, sides or bottom of the transceiver. 


CAUTION: NEVER expose the transceiver to 


rain, snow or any liquids. 


CAUTION: NEVER install the transceiver in a 
place without adequate ventilation. Heat dissipation 
may be reduced, and the transceiver may be damaged. 


DO NOT use harsh solvents such as benzine or 
alcohol when cleaning, as they will damage the trans- 
ceiver surfaces. 


DO NOT push the PTT switch when you don’t actu- 
ally desire to transmit. 


DO NOT use or place the transceiver in areas with 
temperatures below +0°C (+32°F) or above +50°C 
(+122°F). 


DO NOT place the transceiver in excessively dusty 
environments or in direct sunlight. 


DO NOT place the transceiver against walls or 
putting anything on top of the transceiver. This may 
overheat the transceiver. 


Always place unit in a secure place to avoid inadver- 
tent use by children. 


BE CAREFUL! If you use a linear amplifier, set 
the transceivers RF output power to less than the 
linear amplifier’s maximum input level, otherwise, the 
linear amplifier will be damaged. 


BE CAREFUL! The rear panel will become hot 
when operating the transceiver continuously for long 
periods of time. 


USE only the specified microphone. Other manufac- 
turers’ microphones have different pin assignments, 
and connection to the IC-7410 may damage the 
transceiver or microphone. 


During maritime mobile operation, keep the trans- 
ceiver and microphone as far away as possible from 
the magnetic navigation compass to prevent errone- 
ous indications. 


Turn OFF the transceiver’s power and/or disconnect 
the DC power cable when you will not use the trans- 
ceiver for long period of time. 
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@ POWER SWITCH [POWER] (p. 23) 
» Push to turn ON the transceiver power. 
¢ First, confirm the DC power source is turned ON. 
> Hold down for 1 second to turn OFF the power. 


@ TRANSMIT SWITCH [TRANSMIT] (p. 34) 
Push to select transmit or receive. 
* While transmitting, the TX indicator (@) lights red. 
¢ While receiving or when the squelch opens, the RX indi- 
cator (@) lights green. 


© ANTENNA TUNER SWITCH [TUNER] (pp. 83, 84) 
Push to turn the internal antenna tuner ON or 
OFF (bypass). 
¢ When the tuner is ON, “(FUNE)’ appears. 
¢ The internal antenna tuner settings can be memo- 
rized in each frequency band. 
» Hold down for 1 second to manually start the an- 
tenna tuner. 
e If the tuner cannot tune the antenna within 20 sec- 
onds, the tuning circuit is automatically bypassed. 


© ANTENNAeMETER SWITCH [ANT*METER] 
ANTENNA SWITCH Operation 
> Push to select either the ANT1 or ANT2 connec- 
tor. (p. 82) 


METER SWITCH Operation 

Hold down for 1 second to display either the 
COMP or SWR meter in addition to the ALC 
meter. (p. 33) 


@ HEADPHONE JACK [PHONES] (p. 17) 
Plug in standard stereo headphones. Impedance: 8 
to 169. 
¢ Output power: 5 mW with an 8 O load. 
e When headphones are connected, the internal speaker, 
and any external speaker, are disabled. 


@ ELECTRONIC KEYER JACK [ELEC-KEY] 

Plug in a bug or paddle type key to use the internal 

electronic keyer for CW operation. (p. 16) 

* Select the ELEC-KEY, BUG KEY or Straight key keyer 
type in the “Keyer Type” item of the Keyer Set mode. 

e When a straight key is connected, “Straight key” must 
be selected in the “Keyer Type” item of the Keyer Set 
mode. (p. 43) 

¢ A straight key jack is located on the rear panel. See 
[KEY] on pages 8 and 16. 

¢ You can reverse the keyer paddle polarity (dot and 
dash) in the “Paddle Polarity” item of the Keyer Set 
mode. (p. 42) 

¢ Four keyer memory channels are available for your con- 


(dot) 


@ MICROPHONE CONNECTOR [MIC] 
Plug in the supplied or optional microphone. 
¢ See page 22 for appropriate microphones and micro- 
phone connector information. 


© RX INDICATOR 
Lights green while receiving or when the squelch 
opens. 


© AF CONTROL [AF] (inner control; p. 31) 
Rotate to adjust audio output level to the speaker or 
headphones. 


Increases 


Decreases 


@ RF GAIN CONTROL/SQUELCH CONTROL 
[RF/SQL] (outer control; p. 32) 
Rotate to adjust the RF gain and squelch threshold 
level. 
The squelch removes noise output to the speaker 
when no signal is received (closed condition). 


¢ The squelch is particularly effective in FM, but also 
works in other modes. 

¢ The 12 to 1 o’clock position is recommended for the 
most effective use of the [RF/SQL] control. 

¢ [RF/SQL] operates as only an RF gain control in SSB, 
CW and RTTY (Squelch is fixed open), or a squelch 
control in AM and FM (RF gain is fixed at maximum 
sensitivity), when the “RF/SQL Control” item is set to 
“Auto” in the Set mode. (p. 86) 


¢ When used as an RF gain/squelch control 
Noise squelch (FM mode) 
chy Recommended level 


7 


RF gain—h|) « 


adjustable 
range 


e When used as an RF gain control 
(Squelch is fixed open; SSB, CW and RTTY only) 


ee Maximum 


Maximum 
Adjustable —~ RF gain 


range 


Minimum RF gain 


While rotating the RF gain control, a faint noise may 
be heard. This comes from the DSP unit and does 
not indicate an equipment malfunction. 
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e When used as a squelch control 


(RF gain is fixed at maximum.) 
Noise squelch (FM mode) 


Noise squelch ———- 


_— S-meter squelch 
threshold — 
(FM mode) * ri threshold 
Squelch is S-meter 
open. squelch 


Shallow Deep 
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@® MIC GAIN CONTROL [MIC] (inner control; p. 34) 
Rotate to adjust the microphone gain. 
¢ The transmit audio tone in the SSB, AM and FM modes 
can be independently adjusted in the Tone Control Set 
mode. (pp. 90, 91) 


V How to set the microphone gain. 

While speaking at normal voice level, adjust the mi- 
crophone gain so that in the SSB or AM modes, the 
ALC meter swings within the ALC zone. 


Recommended level for 
Icom microphones 


Decreases { 


@® RF POWER CONTROL [RF PWR] 
(outer control; p. 34) 
Rotate to continuously vary the RF output power 
between 2 W (minimum) and 100 W (maximum). 
(AM: between 2 W and 27 W). 


@® ELECTRONIC CW KEYER SPEED CONTROL 
[KEY SPEED] (p. 37) 
(Mode: CW) 
Rotate to adjust the keying speed of the internal 
electronic CW keyer to between 6 wom (minimum) 
and 48 wpm (maximum). 


Slow { © \ Fast 


@® BREAK IN DELAY CONTROL [BK-IN DELAY] 
(p. 63) 
(Mode: CW) 
Rotate to adjust the transmit-to-receive switching 
delay time for the Semi Break-in function. 


Short delay Long delay for 


for high speed { © \ slow speed 
keying keying 


@® COMPRESSOR CONTROL [COMP] (p. 64) 
(Mode: SSB) 
Rotate to adjust the compression level. 


Decreases { © \ Increases 


@ MONITOR GAIN CONTROL [MONI GAIN] (p. 65) 
Rotate adjust the monitor level for the clearest 
audio output. 


Decreases { © x Increases 
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@ Front panel (continued) 


POWER 


[o} 
ICOM HE/SOMHz TRANSCEIVER IC-7410 


(seuit) {(-s 4] (85 T 3 


(ae) |Peo 


TRANSMIT } 
| TUNER 


ale 


MIC-9- RF PWR 
~- 


PHONES 


(©) 
( ) 
ZF 


ELEC-KEY 


a) (14 


(a=8) | >) 24 


2 
5 
8 
o 


GENE ,] [50 


9) 


YF 
(erin) (worcH) 


NOTCH -S- CW PITCH 


©) 
. \. 


Cy) (omen) Caw) (ctr 


ZO 


6) 


©ae 


RY AES FRSOL 


=) 


RIT/ATX 


MIC 
o 


@ NOISE BLANKER SWITCH [NB] (p. 60) 

Push to turn the Noise Blanker ON or OFF. The 
Noise Blanker reduces pulse-type noise such as 
that generated by vehicle ignition systems. The 
Noise Blanker cannot be used in the FM mode, 
and is not effective for non-pulse-type noise. 
¢ “NB” appears when the Noise Blanker is ON. 

Hold down for 1 second to display the “NB” 
screen. Push to return to the previous screen 
display. 


@® NOISE BLANKER LEVEL CONTROL [NB] 
(outer control; p. 60) 
Rotate to adjust the noise blanker threshold level 
when the Noise Blanker is ON. Set for maximum 
readability. 
* To use this control, first push [NB] (®). 


@® NOISE REDUCTION LEVEL CONTROL [NR] 
(inner control; p. 61) 
Rotate to adjust the DSP noise reduction level 
when the Noise Reduction is ON. Set for maximum 
readability. 
* To use this control, first push [NR] (@). 


Increases 


Increases 


Decreases 


@ NOISE REDUCTION SWITCH [NR] (p. 61) 
Push to turn DSP Noise Reduction ON or OFF. 
e “NR” appears when Noise Reduction is ON. 


@ TX INDICATOR 
Lights red while transmitting. 


@ FUNCTION SWITCHES [F1]-[F5] (pp. 13, 14) 
Push to select the function which is indicated on the 
LCD display above each switch. 
¢ The functions vary, depending on the selected menu 

and the operating mode. 


@® MENU SWITCH [MENU] (pp. 13, 14) 
> Push to change the set of functions assigned to 
switches ([F-1] to [F-5]). 
¢ Toggles between the function menus, M1 (Menu 1) 
and M2 (Menu 2). 
» Hold down for 1 second to enter the Set mode. 
Push to return to the previous screen display. 


@ MODE SWITCHES 
Push to select your desired operating mode. (p. 31) 
* The built-in speech synthesizer announces the selected 
mode when the “SPEECH [MODE] SW’ item is set to 
“ON” in the Set mode. (p. 87) 


[SSB] 

™ Push to alternately select the USB or LSB 
modes. 
¢ “USB” or “LSB” appears. 

=» In the SSB mode, hold down for 1 second to se- 
lect the SSB data mode (USB-D, LSB-D). 
* “®’ appears in addition to “USB” or “LSB.” 

=» In the SSB data mode, push to return to the nor- 
mal SSB mode. 


[CW] 
Push to alternately select the CW and CW-R (CW 


reverse) modes. 
¢ “CW” or “CW-R” appears. 


[RTTY] 

Push to alternately select the RTTY and RTTY-R 
(RTTY reverse) modes. 

e “RTTY” or “RTTY-R” appears. 


[AM/FM] 

=» Push to alternately select the AM or FM modes. 
e “AM” or “FM” appears. 

=» Hold down for 1 second to select the AM or FM 
data mode (AM-D/FM-D). 
* “B®” appears in addition to “AM” or “FM.” 

=» In the data mode, push to return to the normal 
AM or FM mode. 


@ PREAMPeATTENUATOR SWITCH [P.AMPeATT] 

PREAMP SWITCH Operation (p. 55) 

Push to select one of two receive RF preamplifiers, 

or to bypass them. 

° “P. AMP@”’ is a wide dynamic range preamplifier. It is 
most effective for the 1.8 to 21 MHz bands. 

° “P. AMP@’ is a high-gain preamplifier. It is most effec- 
tive for the 24 to 50 MHz bands. 

¢ No indicator appears when the preamplifiers are not se- 
lected. 


V What is the preamplifier? 

The preamplifier amplifies signals in the front end 
to improve the S/N ratio and sensitivity. Select “P. 
AMP@” or “P. AMP@” when receiving weak sig- 
nals. 


ATTENUATOR SWITCH Operation (p. 55) 

Hold down for 1 second to turn ON the attenua- 
tor. 
¢ “ATT” appears when the attenuator is ON. 

«> Push to turn OFF the attenuator. 
e “ATT” disappears. 


V What is the attenuator? 

The attenuator prevents a desired signal from being 
distorted when very strong signals are near it, or 
when very strong electromagnetic fields, such as 
from a broadcasting station, are near your location. 


@ VOX/BK-IN SWITCH [VOX/BK-IN] 
VOX SWITCH Operation (p. 62) 
(Mode: SSB/AM/FM) 
Push to turn the VOX function ON or OFF. 
Hold down for 1 second to display the “VOX” 
screen. Push to return to the previous screen 
display. 


V What is the VOX function? 

The VOX function (voice operated transmission) 
automatically starts transmission when you speak 
into the microphone; then automatically returns to 
receive when you stop speaking. 
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BK-IN SWITCH Operation (p. 63) 

(Mode: CW) 

Push to toggle the Break-in function between semi 
break-in and full break-in, or to turn OFF the func- 
tion. 


V What is the Break-in function? 

The Break-in function automatically switches be- 
tween transmit and receive with your CW keying. 
Using the Full Break-in function (QSK), you can 
hear the receive frequency in-between keying. 


@ COMPRESSOR SWITCH [COMP] (p. 64) 
(Mode: SSB) 
Push to turn the Speech Compressor function ON 
or OFF. 
¢ “COMP” appears when this function is ON. 


@ MONITOR SWITCH [MONITOR] (p. 65) 
Push to turn the Monitor function ON or OFF to lis- 
ten to your own transmitted audio. 
¢ “MONI” appears when this function is ON. 
¢ In the CW mode, the CW sidetone can be heard, re- 
gardless of the [MONITOR] switch setting. 


@® SPEECH SWITCH [SPEECH] (p. 33) 

Push to audibly announce the S-meter level and 
the displayed frequency. 

» Hold down for 1 second to audibly announce the 
S-meter level, the displayed frequency, and the 
operating mode. 

¢ The S-Level announcement can be turned OFF in the 

“SPEECH S-Level” item of the Set mode. (p. 87) 

e¢ When RIT and/or ATX are ON, the RIT/ATX offset is 

not included in the frequency announcement. 


€ FILTER SWITCH [FILTER] (p. 57) 
» Push to select one of three IF filter settings (/@/ 
ER). 

° a selected filter passband width and shifting value 
are displayed for 2 seconds on the LCD display. 
Hold down for 1 second to display the “FIL” 
screen (Filter) to set the filter passband width. 
Hold down for 1 second again to return to the 

previous screen display. 


@ TUNING DIAL [DIAL] (p. 26) 
Rotate to change the operating frequency, select 
the Set mode settings, etc. 


@ LOCK SWITCH [LOCK] (p. 61) 
Push to turn the Dial Lock function ON or OFF. 
¢ This function electronically locks [DIAL]. 
¢ “prO” appears when this function is ON. 
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@ TRANSMIT FREQUENCY CHECK SWITCH [XFC] 
™ During split frequency or repeater operation, 
hold down to listen to the transmit frequency. 
(pp. 52, 56) 
¢ While holding down this switch, the transmit fre- 
quency can be changed with [DIAL], keypad or 
memo pad. 
¢ When the Split Lock function is turned ON, push 
[XFC] to cancel the Dial Lock function. (p. 67) 
=» When the RIT function is turned ON, hold down 
to listen to the displayed frequency (RIT is 
temporarily cancelled). (p. 53) 
=» When the ATX function is turned ON, hold down 
to listen to the transmit frequency (including ATX 
frequency offset). (p. 65) 


€ UP/DOWN SWITCHES [A]/[V] 
» Push to change the operating channel. (p. 69) 
» Hold down to continuously change the operating 
channel. 


€ VFO EQUALIZE SWITCH [A=B] (p. 24) 
Hold down for 1 second to equalize frequencies of 
VFO A and B. 


€) VFO SELECT SWITCH [A/B] (p. 24) 
Push to select either VFO A or VFO B to display. 
¢ “VFOA” or “VFOB?” is displayed, depending on the se- 
lection. 


& SPLIT SWITCH [SPLIT] 
Push to turn the Split function ON or OFF. (p. 66) 
¢ “SPLIT” appears when the Split function is ON. 
Hold down for 1 second to activate the Quick 
Split function. (p. 67) 
¢ The transmit frequency shifts from the receive fre- 
quency according to the “FM SPLIT Offset HF/50” 
setting in the Set mode. (p. 86) 
¢ The Quick Split function can be turned OFF in the 
“Quick SPLIT” item of the Set mode. (p. 86) 
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€ BAND KEYS/KEYPAD 

BAND KEYS Operation (p. 25) 

=» Push to select the operating band. 
¢ [GENE ¢] selects the general coverage band. 

» Pushing the same key two or three times calls 
up other stacked frequencies in the frequency 
band. 
¢ lcom’s triple band stacking register memorizes three 

frequencies in each frequency band. 


KEYPAD Operation (p. 26) 
After pushing [F-INP ENT], push the keys on the 
keypad to enter a frequency. After entering, push 
[F-INP ENT] to set the frequency. 
¢ Example; to enter 14.195 MHz: 

Push [F-INP ENT] [1] [4] [*] [1] [9] [5] [F-INP ENT]. 


@ PBT CLEAR SWITCH [PBT-CLR] (p. 59) 

(Mode: SSB/CW/RTTY/AM) 

Push to display the filter passband width and 
shifting value for 2 seconds on the function dis- 
play. 

» Hold down for 1 second to reset the PBT set- 
tings. 


@ PASSBAND TUNING CONTROLS [TWIN-PBT] 

(p. 59) 

(Mode: SSB/CW/RTTY/AM) 

Adjusts the receiver's IF filter passband width using 

the DSP circuit. 

¢ Rotate this control or push [PBT-CLR] to display the 
PBT settings (passband width and shifting value) for 2 
seconds on the function display. 

¢ Hold down [PBT-CLR] for 1 second to clear the PBT 
settings. 

¢ The adjustment range is half of the passband width, and 
the value is adjustable in 25 Hz steps in the SSB, CW, 
and RTTY modes, and 100 Hz steps in the AM mode. 

¢ These controls function as an IF shift control. 


V What is the PBT control? 
The PBT function electronically modifies the IF passband 
width to reject interference. This transceiver uses the 
DSP circuit for the PBT function. 


PBT2 


High cut Center Low cut 


@ NOTCH SWITCH [NOTCH] (p. 61) 
(Mode = Auto notch : SSB/AM/FM 
Manual notch: SSB/CW/RTTY/AM) 
= In the SSB and AM modes, push to toggle the 
notch function between auto, manual and OFF. 
e Either the Auto or Manual Notch function can be 
turned OFF in the “[NOTCH] SW” item of the Set 
mode. (p. 88) 
In the FM mode, push to turn the Auto Notch 
function ON or OFF. 
=» In the CW or RTTY mode, push to turn the Man- 
ual Notch function ON or OFF. 
¢ “MNF” appears when the Manual Notch function is 
ON. 
e “ANF” appears when the Auto Notch function is ON. 
¢ No icon appears when the Notch function is OFF. 
Hold down for 1 second to switch the manual 
filter characteristics from wide, mid and narrow 
when the Manual Notch function is selected. 


V What is the notch filter? 

The notch filter is a narrow filter that eliminates unwanted 
CW or AM carrier tones, while preserving the desired 
voice signal. The DSP circuit automatically adjusts the 
notch frequency to effectively eliminate unwanted tones. 


@ MANUAL NOTCH FILTER CONTROL [NOTCH] 
(inner control; p. 61) 
Rotate to adjust the notch frequency to reject an inter- 
fering signal when the Manual Notch function is ON. 
¢ Notch filter center frequency: 


SSB/RTTY :-1040 Hz to +4040 Hz 
CW : CW pitch freq. -2540 Hz to 

CW pitch freq. +2540 Hz 
AM :-5060 Hz to +5100 Hz 


Higher frequency 


Lower frequency 
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@® CW PITCH CONTROL [CW PITCH] 
(outer control; p. 37) 
Rotate to shift the received CW audio pitch and the 
CW sidetone pitch without changing the operating 
frequency. 
¢ The pitch can be adjusted from 300 to 900 Hz in ap- 

proximately 5 Hz steps. 
Higher pitch 


@ ATX SWITCH [ATX] (p. 65) 
Push to turn the ATX function ON or OFF. 
¢ Use the [RIT/ATX] control to vary the ATX frequency. 
> Hold down for 1 second to shift the transmit fre- 
quency up or down by the ATX frequency shift. 


V What is the ATX function? 

ATX shifts the transmit frequency without shifting the re- 
ceive frequency. This is useful for simple split frequency 
operation in CW, etc. 


Lower pitch 


@ CLEAR SWITCH [CLEAR] (pp. 53, 65) 
Hold down for 1 second* to clear the RIT/ATX fre- 
quency shift. 
* When the “Quick RIT Clear” item in the Set mode is set 
to “ON,” push momentarily to reset the frequency shift. 
(p. 88) 


@ RIT SWITCH [RIT] (p. 53) 
Push to turn the RIT function ON or OFF. 
¢ Use [RIT/ATX] control to vary the RIT frequency. 
» Hold down for 1 second to shift the receive fre- 
quency up or down by the RIT frequency shift. 


V What is the RIT function? 

The RIT (Receiver Incremental Tuning) shifts the receive 
frequency without shifting the transmit frequency. 

This is useful for fine tuning stations calling you off-fre- 
quency or when you prefer to listen to slightly different- 
sounding voice characteristics, etc. 


@ RIT/ATX CONTROL [RIT/ATX] (pp. 53, 65) 
When either or both the RIT/ATX functions are ON, 
rotate to adjust the RIT/ATX frequency shift. 
¢ Rotate the control clockwise to increase the frequency, 
or counterclockwise to decrease the frequency. 
¢ The frequency shift range is +9.999 kHz in 10 Hz steps. 
The control tunes in 1 Hz steps when the operating fre- 
quency readout is set to the 1 Hz step readout. 


Shift high 


Shift low 
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@ MEMO PAD-WRITE SWITCH [MP-W] (p. 74) 
Push to write the displayed data into a memo pad. 
¢ The five most recent entries remain in the memo pads. 
¢ The memo pad capacity can be extended from 5 to 

10 in the “Memopad Numbers” item in the Set mode. 
(p. 87) 


@ VFO/MEMORY SWITCH [VFO/MEMO] 
Push to switch between the VFO and Memory 
modes. (p. 24) 
> Hold down for 1 second to transfer the memory 
contents to the displayed VFO. (p. 72) 


@ MEMO PAD-READ SWITCH [MP-R] (p. 74) 

Push to sequentially call up the contents from the 

memo pads. 

The 5 (or 10) most recently programmed frequen- 

cies and operating modes can be recalled, starting 

from the most recent. 

¢The memo pad capacity can be extended from 5 to 
10 in the “Memopad Numbers” item in the Set mode. 


(p. 87) 


@ MEMORY WRITE SWITCH [MW] (p. 70) 
Hold down for 1 second to store VFO data into the 
selected memory channel. 
¢ This can be done in both the VFO and memory modes. 


@ MEMORY CLEAR SWITCH [M-CLR] (p. 71) 
In the Memory mode, hold down for 1 second to 


clear the memory channel. 
¢ The channel becomes a blank channel. 
¢ This switch is disabled in the VFO mode. 


@® TUNING STEP SWITCH [TS] (p. 27) 

> Push to turn quick tuning step ON or OFF. 

e When the “w” quick tuning icon is displayed above 
the kHz digit, the frequency is changed in selected 
quick tuning steps. 

¢ When the quick tuning is OFF, the frequency is 
changed in 10 Hz steps. 

» When the quick tuning is ON, hold down for 
1 second to display the “TS” screen (Tuning 
Step) to select the quick tuning step. 
¢ 0.1, 1,5, 9, 10, 12.5, 20, and 25 kHz steps are inde- 

pendently selectable for each operating mode. 

» When the quick tuning is OFF, hold down for 
1 second to turn the minimum tuning step of 
1 Hz ON or OFF. 
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@ DC POWER SOCKET [DC 13.8V] (p. 19) 
Connect 13.8 V DC through the supplied DC power 
cable. 
Rear panel view 
Ky 
Crt 
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@ TUNER CONTROL SOCKET [TUNER] (p. 18) 
Connect the control cable from an optional AH-4 HF/ 
50 MHz AUTOMATIC ANTENNA TUNER. 


© GROUND TERMINAL [GND] (p. 15) 
Connect this terminal to a ground to prevent electri- 
cal shocks, TVI, BCI and other problems. 


@ ANTENNA CONNECTOR 1 [ANT1] (p. 16) 

© ANTENNA CONNECTOR 2 [ANT2] (p. 16) 
Connect a 50 Q antenna with a PL-259 plug con- 
nector. 


G When using an optional AH-4 HF/ 50 MHz AUTO- 
MATIC ANTENNA TUNER, connect it to the [ANT1] 
connector. Connecting the AH-4 activates the in- 
ternal antenna tuner for [ANT2] and deactivates 
Zit for [ANT 1]. 


OO 


—, 


@ STRAIGHT KEY JACK [KEY] (p. 16) 
Connect a straight key or external electronic keyer 
output using a standard 14 inch plug. 
¢ To use the internal electronic keyer for CW operation, 
connect to [ELEC-KEY] on the front panel. (p. 1) 


@ ALC INPUT JACK [ALC] (p. 21) 
When transmitting, goes to ground to control an ex- 
ternal unit, such as a non-Icom linear amplifier. 


© SEND CONTROL JACK [SEND] (p. 21) 
Connect a ground when transmitting to control an 
external unit, such as a non-Icom linear amplifier. 


© ACCESSORY SOCKET [ACC] 
Connect control lines for external equipment such 
as a linear amplifier, an automatic antenna selector/ 
tuner, a TNC for data communications, etc. 
¢ See page 10 for socket information. 


@ CI-V REMOTE CONTROL JACK [REMOTE] 

(p. 17) 

Connect a PC, using the optional CT-17 cl-v 
LEVEL CONVERTER, for external control of the trans- 
ceiver. 

=» Use for transceive operation with another Icom 
Cl-V transceiver or receiver. When the trans- 
ceive function is set to ON, changing the fre- 
quency, operating mode, etc. on the IC-7410 
automatically changes those settings on other 
Icom transceivers or receivers, and vice versa. 


(p. 89) 
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@® USB (Universal Serial Bus) CONNECTOR [USB] @® EXTERNAL SPEAKER JACK [EXT-SP] (p. 17) 
Using a USB cable, connect a PC to do the follow- Connect an external speaker (4 to 8 Q). 


ing: 

- Input modulation (p. 89) 

- Remotely control the transceiver using Cl-V com- 
mands (p. 101) 

- Send the received audio to the PC 

- Send the decoded characters to the PC (p. 89) 


About the USB driver: 

The USB driver and the installation guide can be 
downloaded from our website. 

=» http://www.icom.co.jp/world/index.html 


The following items are required: 

PC 

¢ Microsoft® Windows® XP, 
Microsoft® Windows Vista® or 
Microsoft® Windows® 7 OS 

¢ A USB 1.1 or 2.0 port 

Other items 

¢ USB cable (purchase separately) 

¢ PC software (such as optional RS-BA1) 


NOTE: BE SURE to install the USB driver BE- 
FORE connecting the USB cable between the 
radio and the PC. This is because the USB driver 
does not support the automatic recognition sys- 
tem. 


WAQAA A 


About the modulation input: 

Select “USB” in the Set mode item “DATA OFF 
MOD?” or “DATA MOD.” The modulation input level 
from the USB jack can be set in the Set mode item 
“USB MOD Level.” (p. 89) 
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© ACC socket information 
e ACC socket 


SPECIFICATIONS 


I 
aca Regulated 8 V output. tle bln 
| 2 | GND | Connects to ground. 


An external unit controls 
the transceiver. 

When this pin goes low, 
the transceiver transmits. 
The transceiver outputs 
a low signal to control an 
external unit. 


Current flow 


Input/out- 


gray Current flow 
@® white 
black 
© pink 
@ light 

blue 

; : Control voltage 
Ce ALC ALC voltage input. Input impedance 


Color refers to 
the cable strands 
of the supplied 
cable. 


“High” level 
“Low” level 
Output current 


; 
Modulator input. cai es 
AF detector output. 
12 AF Fixed level, regardless of the [AF] Oa ie 
control position. 
Squelch output. SQL open 
1 I 
Grounded when squelch opens. SQL closed 


Controls RTTY keying 


Input voltage (High) 
Input voltage (Low) 


Output voltage (Low) 


:8V+403V 
:Less than 10 mA 


:2.0 V to 20.0 V 
:-0.5 V to +0.8 V 
: Max. 20 mA 


: Less than 0.1 V 
: Max. 200 mA 


ae BAND __|Band voltage output. Output voltage :0Vto8V 


:-3V to OV 


: More than 3.3 kQ 


oo 13.8 V_ | 13.8 V output when power is ON. Output current :Less than 1 A 


: More than 2.4 V 

: Less than 0.6 V 

: Less than 2 mA 

>10 kQ 

: Approx. 100 mV rms 


:4.7kQ 
: 100 to 300 mV rms 


: Less than 0.3 V/5 mA 
: More than 6.0 V/100 LA 


*“When the SEND terminal controls an inductive load (such as a relay), a counter-electromotive force can cause 
the transceiver’s malfunction or damage. To prevent this, we recommend adding a switching diode, such as an 
“1SS133,” on the load side of the circuit to the counter-electromotive force absorption. 

When the diode is added, a switching delay of the relay may occur. Be sure to check its switching action before 
operation. 


[Example] 


Switching diode 
ACC 2 h—» To a non-lcom 


linear amplifier 


socket 


cee 
@13.8 GES r i Relay 


ACC 1 Rat gh 


PO ASS 
LOs UL 
@FSKK @®AF 
@GND @SQLS 
@SEND @13.8V 
@ MOD ALC 
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@ POWER DOWN TRANSMISSION ICON (p. 98) 
Appears when the output power is decreased by 
the Reduced Power Transmission function. 


@ TX ICON 
Indicates the transmit frequency is displayed. 
=» “(TX)” appears while the operating frequency is in 
an amateur band. 
=» “TX,” appears while the operating frequency 
is not in an amateur band. However, when the 
“Band Edge Beep” item is set to “OFF” in the Set 


mode (p. 85), “Tx,” does not appear. 
© RX ICON 


Indicates the receive frequency is displayed. 


@ FREQUENCY READOUT 
=» Displays the operating frequency. 
¢ When the quick tuning icon “w” is displayed, the fre- 
quency changes in kHz quick tuning steps. (p. 27) 
¢ When the quick tuning icon “w” is not displayed, the 
frequency changes in 10 Hz or 1 Hz steps. 
= When the Split function is ON, displays the re- 
ceive frequency (VFO A or VFO B). (p. 66) 


© MULTI-FUNCTION METER INDICATION 

= Displays the signal strength while receiving. 

= Displays the relative output power, ALC and 
SWR or compression levels while transmitting. 
(p. 33) 

When the Meter Peak Hold function is ON, the 
peak level of a received signal strength or the 
output power is displayed for approximately 0.5 
seconds. (p. 60) 


© VOX ICON (p. 62) 
Appears when the VOX function is ON. 


@ SPEECH COMPRESSOR ICON (p. 64) 
Appears when the Speech Compressor function is 
ON. 


© FUNCTION DISPLAY (pp. 13, 14) 
Shows the function of the function switches ([F-1] to 
[F-5]), Set mode items and IF passband width. 


© VOICE SQUELCH CONTROL ICON (p. 76) 
Appears when the VSC (Voice Squelch Control) 
function is ON. 


@ TONE SQUELCH ICONS 
(Mode: FM) 
=» “TONE” appears when the Repeater Tone func- 
tion is ON. (p. 52) 
=» “TSQL” appears when the Tone Squelch function 
is ON. (p. 50) 


@® SPLIT READOUT (pp. 66, 67) 
When the Split function is ON, displays the transmit 
frequency (VFO A or VFO B). 


@® MEMORY CHANNEL READOUT (p. 69) 
Displays the selected memory channel. 


@® SELECT MEMORY CHANNEL ICON (p. 80) 
Appears when the selected memory channel is set 
as a select memory channel. 


@® BLANK MEMORY ICON (pp. 69, 71) 
Appears when the selected memory channel is 
blank. 


@ %4 TUNING DIAL SPEED ICON (p. 27) 
(Mode: SSB-D/CW/RTTY) 
Appears when the tuning dial speed is set so that 
one rotation is equal to 14 of the normal rotation. 
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@® DIAL LOCK ICON (p. 61) 
Appears when the Dial Lock function is ON. 


@® SPLIT ICON (p. 66) 
Appears when the Split function is ON. 


@® MODE ICONS (p. 31) 
Displays the selected operating mode. 
¢ “B®” appears when the SSB data, AM data or FM data 
mode is selected. 


@® ANTENNA TUNER ICONS (p. 83) 
> “(TUNE)” appears when the antenna tuner is ON; 
“(UNE)” blinks during tuning. 
=> “CG appears when the optional AH-4 external 
antenna tuner is connected to the [ANT1] con- 
nector, and [ANT1] is selected. 


@ ANTENNA ICONS (p. 82) 
Displays which antenna connector is selected for 
HF/50 MHz. 
¢“ANT1” appears when the [ANT1] connector is se- 
lected. 
e“ANT2” appears when the [ANT2] connector is se- 
lected. 


@ BREAK-IN ICONS (p. 63) 
> “G3 BK-IN” appears when the Full Break-in func- 
tion is ON. 
=» “BK-IN” appears when the Semi Break-in func- 
tion is ON. 


@ MONITOR ICON (p. 65) 
Appears when the Monitor function is ON. 


@® PREAMP ICONS (p. 55) 
Appears when a preamplifier is ON. 
¢ “P. AMP@” for preamp 1; “P AMP@®” for preamp 2. 


@ ATTENUATOR ICON (p. 55) 
Appears when the Attenuator is ON. 


@ AGC ICONS (p. 56) 
Displays the selected AGC time constant. 
°F for fast AGC; “M0” for mid AGC; “8 for slow AGC; 
“-OFF” for AGC OFF. 


@ DSP FILTER ICONS (p. 57) 
Displays the selected IF filter. 


@ NOISE BLANKER ICON (p. 60) 
Appears when the Noise Blanker is ON. 


@ NOISE REDUCTION ICON (p. 61) 
Appears when the Noise Reduction is ON. 


@ NOTCH ICONS (p. 61) 
(Mode: SSB/CW/RTTY/AM) 
=» “MNF” appears when the Manual Notch function 
is ON. 
(Mode: SSB/AM/FM) 
=» “ANF” appears when the Automatic Notch func- 
tion is ON. 


€ MEMORY ICON (p. 24) 
Appears when the memory mode is selected. 


€@ VFO ICONS (p. 24) 
Appears when VFO A or VFO B is selected. 


@ RIT/ATX ICONS (pp. 53, 65) 
=» “RIT” appears when the RIT function is ON. 
=» “ATX” appears when the ATX function is ON. 
= Shows the frequency shift of the RIT or ATX 
function. 


1 PANEL DESCRIPTION 


@ Function display 


Push [MENU] to toggle between M1 (Menu 1) and M2 

(Menu 2). 

¢ The set of functions assigned to the function switches 
changes, according to the selected menu and oper- 
ating mode. 


© M1 (Menu 1) 
<MODE> SSB 


AGC TBW SCP 


<MODE> SSB-D 


AGC 1/4 SCP 

Cet) Cee] Ces) Cee) Ces] 
<MODE> CW 

AGC 1/4 KEY SCP 

(F1] {F2)] [Fs |] [ Fa] [ Fs | 


<MODE> AM 
AGC SCP 
(F1] [Fe] {Fs ] [Fa] [ Fs | 
<MODE> FM 
AGC TON SCP 
(Ft ] (F2] {Fs ] [Fa] [ Fs | 


Push to select the functions displayed above switches 
([F-1] to [F-5]). 
¢ Functions vary, depending on the operating mode. 


© Function keys on M1 (Menu 1) 


AGC KEY [AGC](F-1) (p. 56) 

(Mode: SSB/CW/RTTY/AM/FM) 

Push to select the time constant of the AGC circuit. 

Hold down for 1 second to display the “AGC” 
screen. 


14 TUNING FUNCTION KEY [14](F-3) (p. 27) 
(Mode: SSB-D/CW/RTTY) 

Push to turn the 14 Tuning function ON or OFF. 
¢ ‘@® is displayed when the 14 Tuning function is ON. 


TRANSMISSION BANDWIDTH KEY [TBW](F-4) 

(p. 64) 

(Mode: SSB) 

Push to display the selected transmission band- 
width. 

» Hold down for 1 second to select the transmission 
bandwidth. 
¢ Wide (WIDE), mid (MID) and narrow (NAR) bandwidths 

are selectable. 


MEMORY KEYER MENU KEY [KEY](F-4) (p. 38) 
(Mode: CW) 

Push to display the “KEY” screen (Memory Keyer) or 
the “SEND” screen (Keyer Send), depending on the 
“KEYER 1st Menu” setting in the Set mode (p. 88). 


RTTY MENU KEY [RTTY](F-4) (p. 45) 
(Mode: RTTY) 
Push to display the “RTTY” screen. 


TONE SQUELCH KEY [TON](F-4) (p. 50) 

(Mode: FM) 

» Push to select a tone function between subaudible 
(repeater) tone and tone squelch. 

> Hold down for 1 second to display the “TON” screen 
(Tone) of the selected tone function. 


BAND SCOPE FUNCTION KEY [SCP](F-5) (p. 54) 
(Mode: SSB/CW/RTTY/AM/FM) 
Push to display the “SCP” screen (Band Scope). 


© M2 (Menu 2) 


PANEL DESCRIPTION 1 


© Function keys on M2 (Menu 2) 


SCAN KEY [SCAN](F-1) (p. 75) 
(Mode: SSB/CW/RTTY/AM/FM) 
Push to display the “SCAN” screen. 


MEMORY NAME KEY [MEM](F-2) (p. 73) 

(Mode: SSB/CW/RTTY/AM/FM) 

Push to display the “MEM” screen (Memory Name 
Edit). 


SWR GRAPH FUNCTION KEY [SWR](F-3) (p. 68) 
(Mode: SSB/CW/RTTY/AM/FM) 
Push to display the “SWR?” screen. 


TONE CONTROL SET MODE KEY [TCON](F-4) 
(p. 90) 

(Mode: SSB/CW/RTTY/AM/FM) 

Push to enter the Tone Control Set mode. 


VSC FUNCTION KEY [VSC](F-5) (p. 76) 

(Mode: SSB/AM/FM) 

Push to turn the VSC function (Voice Squelch Control) 
ON or OFF. 

¢ “QiS@’ appears when the VSC function is ON. 


2 INSTALLATION AND CONNECTIONS 


@ Selecting a location 


Select a location for the transceiver that allows ade- 
quate air circulation, free from extreme heat, cold, or 
vibrations, and away from TV sets, TV antenna ele- 
ments, radios and other electromagnetic sources. 


The base of the transceiver has adjustable feet for 
desktop use. Set the feet to one of two angles, to meet 
your operating preference. 


@ Grounding 


To prevent electrical shock, television interference 
(TVI), broadcast interference (BCI) and other prob- 
lems, ground the transceiver using the GROUND ter- 
minal on the rear panel. 

For best results, connect the heaviest possible gauge 
wire or strap to a long ground rod. Make the distance 
between the [GND] terminal and ground as short as 


Z Z\ WARNING! NEVER connect the [GND] ter- 
Y minal to a gas or electric pipe, since the connection 
% could cause an explosion or electric shock. 


000 “oor 0000 


5 
O00000 


@ Antenna connection 


For radio communications, the antenna is of criti- 
cal importance, along with output power and receiver 
sensitivity. Select a well-matched 50 Q antenna and 
coaxial cable feedline. We recommend 1.5:1 or bet- 
ter of Voltage Standing Wave Ratio (VSWR) on your 
operating bands. The transmission line should be a 
coaxial cable. 

When using a single antenna, use the [ANT1] con- 
nector. 


Y CAUTION: Protect your transceiver from lightning 
Y by using a lightning arrestor. 


Antenna SWR 

Each antenna is tuned for a specified frequency 
range and the SWR usually increases outside the 
range. When the SWR is higher than approx. 2.0:1, 
the transceiver automatically reduces the TX power 
to protect the final transistors. In that case, an 
antenna tuner is useful to match the transceiver and 
antenna. Low SWR allows full power for transmit- 
ting. The IC-7410 has an SWR meter to continuously 


monitor the antenna SWR. 


PL-259 CONNECTOR INSTALLATION EXAMPLE 


ke] jacket and tin the shield. 
Prices ring 10 mm (tin here) 
@ pe tin Strip the cable as 
shown at left. Tin the 
af fe center conductor. 
1-2 mm 
solder solder 
SE Slide the connector 
ml body on and solder it. 


Screw the coupling 
ring onto the connec- 
tor body. 


30 mm (% in) 10 mm (% in) 1-2 mm ("ce in) 
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@ Required connections 
© Front panel 


a 


ELEC-KEY 


jag |° ; 
(O\\\oSe 
owas 


A straight key can be con- 
nected. However, “Straight 
key” must be selected in 
the “Keyer Type” item of the 
Keyer Set mode. (p. 43) 


SM-50 
(option) 


3 SM-30 


(~ >) 
© Rear panel DC POWER 
SUPPLY 
(p. 19) 
PS-126 
XR S 
la >) | o00”0 e ———————— 
HF/50MHz ANTENNA 1, 2 (p. 15) H} O00 al eh <> 0000 <> 
Connection example: 
[ANT 1] for 1.8-18 MHz bands antenna OODODDD0000COCOO OCOCCCCO000000 | 
[ANT 2] for 21-28 MHz bands antenna ONL IL | | © ©0 a yu 
= an fe y 
\% J 
( GROUND (p. 15) STRAIGHT KEY 


Use the heaviest possible 
gauge wire or strap and 
make the connection as 
short as possible. 


Grounding prevents elec- 
trical shocks, TVI and 
other problems. 


2 INSTALLATION AND CONNECTIONS 


@ Advanced connections 


© Front panel 


HEADPHONES 


> 
o 
ICOM 


(=m 


(eo) Ge) Cw 


ix) — 


] 
=I 
OOO 


) 
Ew) fe) 


The AFSK modulation signal can also 
be input to [MIC]. (p. 92) 


© Rear panel 


| 


AH-4 (option) AH-2b ( (option) 
(p. 18) or long wire 


REMOTE JACK, USB CONNECTOR (p. 101) 

Used for computer control and transceive operation. 
The optional CT-17 is required when connecting a 
PC to [REMOTE]. 


[ALC], [SEND] (p. 21) ] 


oO 


ol 


o 


o 


<> 0004 


Used for connecting a 
non-Icom linear ampli. 


OVVVOO0 
a 


SOOO O/JDOO0OO0 


Tm 3 abeele 


— 


Sl 


[ANT 1], [ANT 2] (p. 82) 
Connect a linear amplifier, 
antenna selector, etc. 


ACC SOCKET 


(p. 10) 


TCl=T 


( EXTERNAL SPEAKER 
(p. 111) 
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@ External keypad connections 


a 
fo} 
ICOM evsoune TRanscetver 1C-7410 


\~ GD Gd Gd G&G) Gs 
Ga) Ged CD fe) ee) Fos) 


EXTERNAL KEYPAD —-_—_—_— ob eS yekO TED 


4.7kQ 2.2kQ 15kQ 1.5kQ 
Connect an external keypad for keyer t5% 45% = 15% — 45% 
memory control. 


TT NS 

; 1 ! <2) 

When using a external keypad, set ; , , , Ns 
1 [may [may [emay 


To pin @) 


the “External Keypad” item to “KEYER Tae ta as Topin® — Avnicy 
SEND?” in the Set mode. (p. 88) 


EXTERNAL KEYPAD (Front view) 


@ External antenna tuner connection 


© Connecting the AH-4 
ZW The AH-4 must be connected to [ANT1]. 


Coaxial cable (from the AH-4) 


Long wire or optional AH-2b 
[ANT 1] Transceiver 


000 @ <> 0000 
iit "S_eesaate 
></p> 
Nee = 
| _L [TUNER] 


Ground ‘f Control cable 


Ground 


2 INSTALLATION AND CONNECTIONS 


@ Power supply connections 


When operating the transceiver with AC power, use a 


power supply with 13.8 V DC output and a capacity of CAUTION: Before connecting the DC power 
at least 23 Amps. cable, check the following important items. 
Refer to the diagrams below. Make sure: 


¢ The [POWER] switch is OFF. 
¢ Output voltage of the power source is 12-15 V 
when you use a non-Ilcom power supply. 
¢ DC power cable polarity is correct. 
Red _ : Positive @ terminal 
Black : Negative © terminal 


@ Connecting to a DC power supply 
© Connecting to the PS-126 DC POWER SUPPLY 


AC out! 
er Outet To [DC 13.8V] 


To disconnect 


[ooo oT 


i Tole 


Ground e Transceiver 


OO000000 COOOCO0COO0N00N 


iJ © ep@ectie _) 


© 


DC power cable 


© Connecting to a non-lcom DC POWER SUPPLY 


Transceiver 


For European versions 


oS BOUN oS 


loxekozozoxexererozezey We) e00000000000 


00000) Cle e@@ette 
qT? @& <> 


AC outlet + 


[en Ground *) To [DC 13.8V] 


nn ADC power supply we 


eed To disconnect 


at least 23 A 
o 
ees 
ae _, Connect to 
b) o* 
£8 


Transceiver 


00 0 CDN CS 


oo00000000| 0 oo00000000000 
R 


(000000 Cle ee@ette 
Hod 


a 


©>a] 


power supply 


Supplied DC power cable 
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@ Linear amplifier connections 
© Connecting the IC-PW1/PW1EURO 


Remote control cable (supplied with the IC-PW1/PW1EURO) 
7pin sige 


To an 
antenna [ACC1] 


ACC cable (supplied with the IC-PW1/PW1EURO 


Coaxial cable 


| —— (supplied with the IC-PW1/ 
a aah >{) UNPUT1] pw1euURO) 
‘© €©~ |}E @ 
‘9 ® OW eee OPC-599 -~ 
Q Coaxial cable 


S 


oO 


9| (INPUT2] Ey i [ACC] 
[ANT 1] [ANT2] 


Ot Bol 


COOCOPOOCoOo0000 loxkekere 
cl 


JI 


ike 


SS 


(C 


eo) 


° oo 


O_ 


IC-PW1/EURO 


AC outlet ~ Ground 
(Non-European versions: 100—120/200-—240 V 


Transceiver 


European version 


: 230 V) 


“If necessary, purchase sepa- 
rately, and connect to [INPUT2]. 


20 


21 


2 INSTALLATION AND CONNECTIONS 


@ Linear amplifier connections (Continued) 


© Connecting a non-Icom linear amplifier 


To an antenna 50 QO coaxial cable 
{————_———_} , 
e) O [ANT 1] Transceiver 


RF OUTPUT RF INPUT 


000 
i 


Tecool P= DAAN 
00 HC > 0000 
OJDOO0000000 OO000909900000 


N00 


( ~ A *% 


ALC O7- 
SEND 07 


GND 


Non-lIcom linear 
amplifier 


TY 

Y 
Z 
Z 
y 
y 
y 
y 
y 
y 


Z\ WARNING! 


¢ Set the transceiver output power and linear amplifier ALC output level after referring to the linear amplifier in- 
struction manual. 

¢ The ALC input level must be in the range 0 V to —3 V. The transceiver does not accept a positive voltage. Non- 
matched ALC and RF power settings could overheat or damage the linear amplifier. 

¢ The IC-7410 SEND terminal (ACC connector pin 3) is rated at 16 V/0.5 A DC. If this value is exceeded, a larger 
external relay must be used. 
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@ Microphone connector information 


(Front panel view) [MIC] 
AF output (varies with [AF]) FUNCTION DESCRIPTION 
@® Microphone input @ GND 
Als (Micradhonggeauind) 2) +8 V DC output Max. 10 mA 
» | « 
@ +8 V DC output ae & Ae © GND (PTT ground) 6) nrequency up enund 
Frequency down Ground through 470 Q 


\SPICU 
ANYE2 
Squelch closed “High” level 


@ Squelch switch 


CAUTION: DO NOT short pin 2 to ground as this 
can damage the internal 8 V regulator. A DC volt- 
age is applied to pin 1 for microphone operation. 
“ Use caution when using a non-lcom microphone. 


@ Microphones 


© HM-36 


@ UP/DOWN SWITCHES [UP}/[DN] 

Push to change the frequency or memory channel. 

¢ While holding down, the frequency or memory channel 
number continuously increases or decreases. 

e While in the split frequency mode, and holding down 
[XFC], push to change the transmit frequency. 

¢ The [UP]/[DN] switch can be used as a key paddle if 
the “MIC Up/Down Keyer” item is set to “ON” in the 
Keyer Set mode. In such case, the frequency and mem- 
ory channel cannot be changed using the [UP]/[DN] 
switches. (p. 43) 

¢ You can set the dot-dash polarity of the [UP]/[DN] 
switch in the “Paddle Polarity” item in the Keyer Set 
mode. When “Normal” is selected, [UP] sends a dash, 
and [DN] sends a dot. 


© SM-50 (option @ PTT SWITCH 


Hold down to transmit; release to receive. 


~~ 


© PTT LOCK SWITCH (available on only the SM-50) 
Push to toggle between transmit and receive. 


@ LOW CUT SWITCH (available on only the SM-50) 
Push to cut out the low frequency components of 
input voice signals. 


22 


23 
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@ Before first applying power 


Before turning ON your transceiver for the first time, 
make sure all connections required for your system 
are complete by reviewing them in Section 2 of this 
manual. 


BASIC OPERATION 


After all connections have been made, set controls 
and switches as shown in the illustration below. 


(Fever) 


5 
ICOM 
rc 


FisomHz TRANscEWER IC-7410 


fam) 


TWIN-PBT 


=) 


[RF PWR] SS 
: Max. CW farsa C8) 


[MIC] 
:12 o'clock 


Ge) 
ial 
0 Ge Ger) eae) 
: 


\\ (wew) Ger) > 
@== 6 


= 
a) GF 


W . 


NOTCH -®- CW PITCH 


Cr 


[NOTCH] 
: 12 o’clock 


O) 
\ AF-9 RF/SQL 
SZ oO eA 


Cer) Cee) Ces) Ce) Gs) 


FON 


[CW PITCH] 


: 12 o’clock 


ssp_] [cw (Gura) 


Aw) [FILTER 


[AF] ie @ ~ we 
: Max. CCW ‘© ) a ] 


[RF/SQL] 
:12 o'clock 


[KEY SPEED] 
: 10-12 o'clock 


@ Turning ON (CPU resetting) 


First time to Power ON: 
Reset the transceiver using the following procedure. 


Y Resetting CLEARS all the programmed contents in 
G the memory channels, and returns all the pro- 
Y grammed items in the Set mode to their default set- 


G tings. 


MM, 


@ Make sure the transceiver’s power is OFF. 

(2)While holding down both [F-INP ENT] and [M-CLR], 
push [POWER] to turn ON the transceiver. 
¢ The CPU is reset. 
¢ The transceiver displays “ALL CLEAR,” then displayes 

its initial VFO frequency when resetting is complete. 

(3) Change the Set mode settings to suit your operat- 

ing needs. (p. 85) 


Normal Power ON: 
Push [POWER] to turn ON the transceiver. 


Power OFF: 
Hold down [POWER] for 1 second to turn OFF the 
transceiver. 


CW : Clockwise 
CCW : Counterclockwise 


[M-CLR] [F-INP ENT] 


[POWER] 


< ALL CLEAR | 
Y 
ANT? USB 
. munnann 
@ 6 0, Obes, Lous 
g leesBees5eee7oee9e#20..+40..460 VEOA | 
Po “20°° 50°88 9299 9400% FcH 


@ VFO description 


The IC-7410 has two VFOs; “A” and “B,” that are con- 
venient for quickly selecting two frequencies, or split 
frequency operation. You can use either VFO to call up 
a frequency and operating mode. 

VFO is an abbreviation of Variable Frequency Oscil- 
lator. 


© Selecting the VFO A/B 


Push [A/B] to switch between the VFO A and 
VFO B. 
e “/FOA’” or “VFOB” appears when the VFO is selected. 


© VFO equalization 


=» Hold down [A=B] for 1 second to equalize the data 
in both VFOs. 
¢ Three beeps sound when the equalization is complete. 


CONVENIENT! 

Use two VFOs as quick memories: 

When you find a new station, but wish to continue 
searching, the dual VFO system can be used for quick 
memory storage. 


@ Hold down [A=B] for 1 second to store the displayed 
data into the undisplayed VFO. 

(2) Continue searching for stations. 

(3) Push [A/B] to show the stored data on the undis- 
played VFO. 

@ To continue searching for stations, push [A/B] again 
to show the displayed VFO. 


@ Selecting VFO/Memory mode 


= Push [VFO/MEMO] to toggle between the VFO 
and Memory modes. 
¢ “VFOA” or “VFOB” appears when in the VFO mode. 
“MEMO?” appears when in the Memory mode. 
¢ Holding down [VFO/MEMO] for 1 second copies the 
contents of the selected Memory channel into the dis- 
played VFO. (p. 72) 
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The selected VFO icon 
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[A=B][A/B] 
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The selected VFO icon 
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Undisplayed VFO 
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@ Hold down [A=B] 
) Push [A/B] 


ANT? 


© 
RX 


USB 


mi wc rr 
| M 


e =f =/. os a 
g 1e00B00s5e007e0.9-.+20+.+40..+60 aan 4 
sai aoa EOE: toa 
[VFO/MEMO] 
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g leeeBeee5eeeZeee9e 042060440 ..+60 


PO sessseggeeseces 
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The memory icon 
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3 BASIC OPERATION 


@ Selecting a frequency band 


The triple band stacking register provides three mem- 
ories for each band key to store frequencies and 
operating modes. 

This function is convenient when you operate three op- 
erating modes on one frequency band. For example, 
one register can be used for a CW frequency, another 
for an SSB frequency and the other one for an RTTY 
frequency. 


See the table below for a list of the bands available 
and the default settings for each band. 


Band keys 


REGISTER 2 


REGISTER 3 


BAND REGISTER 1 
1.8 MHz 1.900000 MHz CW 
3.5 MHz 3.550000 MHz LSB 
7 MHz 7.050000 MHz LSB 
10 MHz 10.120000 MHz CW 
14 MHz 14.100000 MHz USB 
18 MHz 18.100000 MHz USB 
21 MHz 21.200000 MHz USB 
24 MHz 24.950000 MHz USB 
28 MHz 28.500000 MHz USB 
50 MHz 50.100000 MHz USB 
General*! 15.000000 MHz USB 


1.910000 MHz CW 

3.560000 MHz LSB 

7.060000 MHz LSB 
10.130000 MHz CW 
14.200000 MHz USB 
18.130000 MHz USB 
21.300000 MHz USB 
24.980000 MHz USB 
29.500000 MHz USB 
50.200000 MHz USB 
15.100000 MHz USB 


1.915000 MHz CW 

3.580000 MHz LSB 

7.020000 MHz CW 
10.140000 MHz CW 
14.050000 MHz CW 
18.150000 MHz USB 
21.050000 MHz CW 
24.900000 MHz CW 
28.100000 MHz CW 
51.000000 MHz FM 
15.200000 MHz USB 


*1 [GENE ¢] selects the general coverage band. 


© Using the band stacking registers. 


@ Push a band key ([1.8 1] to [50 0] or [GENE °)). 
¢ The previously selected frequency and operating mode 
are called up as the first band stacking register of that 
frequency band. 
(2) Select a frequency and an operating mode, and 
then push the band key. 
¢ The selected frequency and mode are memorized as 
that frequency band’s first band stacking register. 
(3) Select another frequency and operating mode, and 
then push the band key. 
¢ The selected frequency and mode are memorized as 
that frequency band’s second band stacking register. 
@ Select another frequency and operating mode, and 
then push the band key. 
¢ The selected frequency and mode are memorized as 
that frequency band’s third band stacking register. 
(©) The first band stacking register set in step @), is 
called up. 
¢ When the frequency band key is pushed, the memo- 
rized triple band stacking registers are sequentially 
called up. 


[Example]: 14 MHz frequency band 


M@ Frequency setting 


You can select the transceiver’s frequency by using 
[DIAL], or you can enter it using the keypad. 


© Tuning with [DIAL] 


@ Select the desired frequency band. 
¢ Push a band key 1-3 times. Three different frequencies 
on each frequency band can be selected with the band 
key. (See the previous page “Using the band stacking 


registers.”) 
¢ The default tuning step differs, depending on the oper- 
ating mode. 
SSB/CW/RTTY: 10 Hz 
AM : 1 kHz (“W” is displayed) 
FM : 10 kHz (“W’ is displayed) 


@ Rotate [DIAL] to set the desired frequency. 


Y \f the Dial Lock function is ON, “rr” is displayed, 
and [DIAL] does not function. 

In this case, push [LOCK] to turn OFF the Dial Lock 
7 function. (p. 61) 


WA 


© Direct frequency entry with the keypad 


The transceiver has a keypad for direct frequency 
entry, as described below. 


@ Push [F-INP ENT] to enter frequencies with the 
keypad. 
¢ All frequency digits disappear. 
(2) Push the numeric keys to input the desired fre- 
quency. 
¢ Push [GENE ¢] to input a “.” (decimal point) between the 
MHz digits and kHz digits. 
@ Push [F-INP ENT] to set the input frequency. 
¢ To cancel the input, push any key such as [MW] or 
[M-CLR], before pushing [F-INP ENT]. 


BASIC OPERATION 


Band keys 


[DIAL] 


OO 00 


© 


© 
) 
) 


[EXAMPLE] 
14.025 MHz 


FANP ey; |1-8 4 |[10 ,]/GENE, 50 3.5 214 5 || F-INP 


enr| 


18.0725 MHz 


3 


FANP-v7[1-8 4 |[24 ,][GENE, |[50 


FAINP cnr 


706 kHz 
F-INP,..7][50 


ie} 


enr| 


5.100 MHz 
FNP l(14 5 )[GENE, (1-8, |[FINP.., 


7.000 MHz 
FNP. |(21 


Bal ZJLEINP ewr 


21.280 MHz © 21.245 MHz 
FANP-y [GENE 3-5 [10 4 ][14 5 |[FINPes, 


enr| 4 
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3 BASIC OPERATION 


@ Frequency setting (continued) 


© Quick Tuning function [F-3] [TS] 
The operating frequency can be changed in “kHz” 
steps for quick tuning. You can set a tuning step in 
each operating mode. 


M00 
‘© 


5) © 
oe) 


OO 


@ Push [TS] to turn ON the Quick Tuning function. 
e “W” appears above the 1 kHz digit. 
@ Hold down [TS] for 1 second to display the “TS” 
screen (Tuning Step). Mode selection [DIAL] 
(3) Select a desired operating mode. 
@ Rotate [DIAL] to select a tuning step. 


—o——a | 
aa a 
om) 


* 0.1, 1,5, 9, 10, 12.5, 20, and 25 kHz are selectable. Appeals 
¢ Hold down [F-3] for 1 second to reset to the default set- ANT! USB 
ting, if desired. mo ot nrmnrm 
(5) Repeat steps @) and @) to select quick tuning steps 0 66. onons. cons 
e [am? GE’ se GE” Ga 
for other modes. g 1eesBeoeSeee7oe.9ee420+.440..+60 WEOR | 
@ Push [TS] to exit the “TS” screen. eg ee oe ec pee tc 
Sif ate piioe hoes i 
Y NOTE: Fane nae 
¢ To turn OFF the Quick Tuning function, push [TS] SSB 
1kKHz 


again. 

¢ When the Quick Tuning function is OFF, the fre- 
quency will be changed in 10 Hz steps. 

¢ To display the “TS” screen, the Quick Tuning func- 
tion must be turned ON first. 


WWQAAAA 


© Selecting 1 Hz step 


You can change the frequency in 1 Hz steps for fine 
tuning. 


@|If the Quick Tuning function is ON, push [TS] to 
turn OFF. 

(2) Hold down [TS] for 1 second to turn the 1 Hz tuning 
step ON or OFF. 


OTE: 

¢ When RIT and/or ATX are used, they also tune in 
1 Hz tuning steps. 

¢ The frequency changes in 50 Hz steps when the 
[UP]/[DN] switches of the microphone are used Poissceccagtsieicep ee csachs tee 
for frequency tuning (if the Quick Tuning function 
is OFF.) 


WMQQAAAM 


© 14 Tuning Step function 

(Mode: SSB-D/CW/RTTY) 

The dial speed is reduced to 14 of the normal speed 
when the 14 Tuning Step function is ON, for finer tun- 
ing control. 


@ Push [MENU] to display the “M1” screen (Menu 1). 
@ Push [1A](F-3) to turn the 14 Tuning Step function 
ON or OFF. 
¢ “Q@ appears when the 14 Tuning Step function is ON. 


§ leeeBeeedeee7eee9e2+20..+40..+60 VFOA t 
PO ws t 


seeeggeereeee 50 eee 889 9900% 
ALCL ] 


© Auto Tuning Step function 


When you rotate [DIAL] rapidly, the tuning speed can 
automatically accelerate, depending on the “MAIN 
DIAL Auto TS” setting in the Set mode. 


@ Hold down [MENU] for 1 second to enter the Set 
mode. 
(2) Push [A](F-1) or [W](F-2) to select “MAIN DIAL 
Auto TS.” 
(3) Rotate [DIAL] to select the HIGH or LOW tuning 
speed acceleration, or to turn OFF the function. 
¢ HIGH: When the tuning step is set to 1 kHz or 
smaller steps, the tuning speed is approxi- 
mately five times faster. 
When the tuning step is set to 5 kHz or 
larger steps, the tuning speed is approxi- 
mately two times faster. (default) 
¢ LOW : Approximately two times faster. 
¢ OFF : Turns the function OFF. 
¢ Hold down [F-3] for 1 second to reset to the default set- 
ting, if desired. 
(4) Push [MENU] to save, and exit the Set mode. 
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[4] [V] 


= 


cme (9 en ees JE oe 
(Om Oe ==— == i === ie) 


ain DIAL Auto TS 
HIGH 


HIGH (default) 


© About the 5 MHz frequency band operation (USA version only) 


Operation on the 5 MHz frequency band is allowed on 
5 discrete frequencies and must adhere to the follow- 
ing: 

¢ The USB, USB Data and CW modes 

¢ Maximum of 100 watts ERP (Effective Radiated Power) 
¢ 2.8 kHz bandwidth (maximum) 


It is your responsibility to set all controls so that trans- 
mission in this frequency band meets the stringent 
conditions under which amateur operations may use 
these frequencies. 


Y NOTE: We recommend that you store these fre- 
pa modes and filter settings into memory 
Y channels, for easy recall. 


WB 


To assist you in operating within the rules specified 
by the FCC, transmission is illegal on any frequen- 
cies other than the five shown in the tables below. 


¢ For the USB and USB Data modes 

The FCC specifies center frequencies on the 5 MHz fre- 
quency band. However, the transceiver displays carrier 
frequency. Therefore, tune the transceiver to 1.5 kHz 
below the specified FCC channel center frequency. 


Transceiver Displayed FCC Channel 
Frequency Center Frequency 
5.33050 MHz 5.33200 MHz 
5.34650 MHz 5.34800 MHz 
5.35700 MHz 5.35850 MHz 
5.37150 MHz 5.37300 MHz 
5.40350 MHz 5.40500 MHz 


¢ For the CW mode 

The transceiver displays the center frequency. There- 
fore, tune the transceiver to the specified FCC channel 
frequency when you operate in these modes. 


Transceiver Displayed FCC Channel 
Frequency Center Frequency 
5.33200 MHz 5.33200 MHz 
5.34800 MHz 5.34800 MHz 
5.35850 MHz 5.35850 MHz 
5.37300 MHz 5.37300 MHz 
5.40500 MHz 5.40500 MHz 
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3 BASIC OPERATION 


@ Frequency setting (continued) 


© Band edge warning beep 


You can hear a beep tone when you tune in or out of 
an amateur band’s frequency range. A regular beep 
sounds when you tune into a range, and an lower tone 
error beep sounds when you tune out of a range. 
Also, the TX icon appears if the selected frequency is 
in or out of an amateur band, when an option other 
than “OFF” is selected. 

*“TX)” is displayed, instead of the regular TX icon “(Dd,” 

while the operating frequency is out of an amateur band. 


@ Hold down [MENU] for 1 second to enter the Set 
mode. 
(2) Push [A](F-1) or [W](F-2) to select “Band Edge 
Beep.” 
(3) Rotate [DIAL] to select the desired band edge warn- 
ing beep setting. 
¢ OFF : Band edge beep is OFF. 
¢ ON (Default) : When you tune into or out of 
the default amateur band’s fre- 
quency range, a beep sounds. 
(default) 
¢ ON (User) : When you tune into or out of 
a user programmed amateur 
band’s frequency range, a beep 
sounds. 
¢ ON (User) & TX: When you tune into or out of 
a user programmed amateur 
band’s frequency range, a beep 
sounds. Also transmission is in- 
hibited outside the programmed 
range. 
¢ Hold down [F-3] for 1 second to reset to the default set- 
ting, if desired. 
(4) Push [MENU] to save, and exit the Set mode. 


Y, The beep output level can be set in the “Beep Level” 
Y item of the Set mode. (p. 85) 


\\ 


About the user band edge frequencies 


When “ON (User)” or “ON (User) & TX” is selected in 
the “Band Edge Beep” item, a total of 30 band edge 
frequencies can be programmed in the “User Band 
Edge” item. See the next page for details. 

If “OFF” or “ON (Default)” is selected, the “User Band 
Edge” item does not appear in the Set mode. 


[MENU] [DIAL] 


Band Edge Beep 
7N 6MW ON(Default) 


ON (Default) 


Band Edge Beep 
7 6MW ON(User) 


ON (User) selection 


Lr2 | 


| 


User Band Edge 
a 77 DEF EDT 


[User Band Edge] item 


© Programming the user band edge 


When “ON (User)” or “ON (User) & TX” is selected in 
the “Band Edge Beep” item, the “User Band Edge” 
item appears in the Set mode. 

A total of 30 band edge frequencies can be pro- 
grammed in the “User Band Edge” item. 


NOTE: 

¢ All frequency ranges are set to default, so you 
should delete or change them to add the desired 
band edge frequency. 

¢ Program each channel from left to right and each 
frequency must be higher than the preceding fre- 
quency. 

¢ The frequency that is duplicated, or out of an ama- 
teur band, cannot be programmed. 


RAMAN 


@ Hold down [MENU] for 1 second to enter the Set 
mode. 
(2) Push [A](F-1) or [W](F-2) to select “Band Edge 


Beep.” 
(3) Rotate [DIAL] to select either “ON (User)” or “ON 
(User) & TX.” 


( Push [W](F-2) to select “User Band Edge.” 
(5) Push [EDT](F-4) to display the “EDG” screen (Band 
Edge Program). 
(©) Push [A](F-1) or [W](F-2) to select the desired band 
edge. 
* Holding down [4](F-1) or [W](F-2) continuously selects 
the band edges. 
¢ Push [4 >](F-3) to select the upper or lower band edge 
frequency entry status. 
¢ Hold down [DEL](F-5) for 1 second to delete the se- 
lected band edge. 
¢ Push [INS](F-4) to insert a new blank band edge. 
@) Input the desired frequency with the keypad, then 
push [F-INP ENT]. 
¢ Push [GENE ¢] to input decimal point (“.”) between the 
MHz and kHz digits. 
Push [MENU] to save. 
(9) Push [MENU] again to exit the Set mode. 


To reset the band edge frequencies 

If you want to reset the band edge frequencies to their 
default (initial) settings, select the “User Band Edge” 
item, then hold down [DEF](F-3) for 1 second. 

The band edge initialize screen appears, then hold 
down [YES](F-4) for 1 second to reset all band edge 
frequency settings to their default settings. 
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[A] [¥] [<>] Keypad 


N= 
© Cmca ja 


OoVpooaqoa sa 


oO 


[MENU] [INS] [DEL] [DIAL] 
Band Edge Beep 
7N 6MW ON(User) 


ON (User) setting in the 
“Band Edge Beep” item 


Fa] 
y 


User Band Edge 
a 7Vv DEF EDT 


“User Band Edge” item 


Y 


29.999.999 | 


sxe] _ 1 .G00.000- 
7 N 1w <P> INS DEL 


“EDG” screen 


User Band Edge 
a 7Yv DEF EDT 


“User Band Edge” item 


Les ] 
y Hold down 


Initialize Edges? 
YES NO 


Band edge initialize screen 


} Hold down 
User Band Edge 
a 7Vv DEF EDT 
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3 BASIC OPERATION 


@ Operating mode selection 


The usable operating modes in the IC-7410 are listed 
to the right. 

You can select the desired operating mode by push- 
ing the appropriate mode switch. 


See the diagram to the right for the order of selection. 
Y When the data mode is selected, you can mute the 
Y microphone signals, depending on the “DATA MOD” 
GY, setting in the Set mode (p. 89). 


WSS 


¢ Selecting the SSB mode 
= Push [SSB] to alternately select the USB or LSB 
mode. 
¢ When operating above 10 MHz, USB is selected first; 
when operating below 10 MHz, LSB is selected first. 
e After USB or LSB is selected, hold down [SSB] for 
1 second to select the data mode. 
¢ In the data mode, push [SSB] to return to the normal 
SSB mode. 


¢ Selecting the CW mode 
Push [CW] to alternately select the CW or CW-R 
(CW reverse) mode. 


¢ Selecting the RTTY mode 
= Push [RTTY] to alternately select the RTTY or 
RTTY-R (RTTY reverse) mode. 


¢ Selecting the AM/FM mode 
= Push [AM/FM] to alternately select the AM or FM 
mode. 
e After AM or FM is selected, hold down [AM/FM] for 
1 second to select the data mode. 
¢ In the data mode, push [AM/FM] to return to the normal 
AM or FM mode. 


@ Volume setting 


=» Rotate the [AF] control clockwise to increase the 
audio output level, counterclockwise to decrease it. 


Increases 


Decreases 


e Usable operating modes 


Mode switch Operating mode 
USB USB Data 
[SSB] 
LSB LSB Data 
[Cw] CW CW Reverse 
[RTTY] RTTY RTTY Reverse 
AM AM Data 
[AM/FM] 
FM FM Data 


~<---»>: Push momentary 


<_ : Hold down for 1 second 


BASIC OPERATION 3 


M@ Squelch and receive (RF) sensitivity 


Adjusts the RF gain and squelch threshold level. The 

squelch removes noise output to the speaker when no 

signal is received (closed position). 

¢ The squelch is particularly effective for AM and FM, but can 
also be used in other modes. 

¢ The 12 to 1 o’clock position is recommended for the most 
effective use of the [RF/SQL] control. 

¢ [RF/SQL] can operate as only an RF gain control (Squelch 
is fixed open) or only a squelch control (RF gain is fixed at 
maximum sensitivity), depending on the “RF/SQL Control” 
setting in the Set mode. (p. 86) 


SET MODE | OPERATING [RF/SQL] 
SETTING MODE OPERATION 
Operates as an RF 
EM gain control, and a 
noise squelch or S- 
hes meter squelch. 
pea SSB/CW/ Operates as an RF 
RTTY/AM gain control, and an S- 
meter squelch. 
Operates as only a 
squelch control. 
SQL ae ¢ RF gain is fixed at maxi- 
mum sensitivity. 
SSB/CW/ Operates as only an 
RTTY RF gain control. 
¢ Squelch is fixed open. 
AUTO Operates as only a 
squelch control. 
AMUN e RF gain is fixed at maxi- 
mum sensitivity. 


O Adjusting RF gain (Receive sensitivity) 

Normally, [RF/SQL] is set to the 12 o’clock position. 

Rotate [RF/SQL] to the 11 o’clock position for maxi- 

mum sensitivity. 

¢ Rotating counterclockwise from the maximum position re- 
duces sensitivity. 

¢ The S-meter indicates receive sensitivity. 


G While rotating the RF gain control, noise may be 
Y heard. This comes from the DSP unit and does not 
Z indicate an equipment malfunction. 


WS 


O Adjusting squelch (Removing non-signal noise) 

Rotate [RF/SQL] clockwise when no signal is received, 

until the noise just disappears. 

¢ The RX indicator light goes out. 

e Rotating [RF/SQL] past the threshold point activates the 
S-meter squelch— this allows you to set a minimum signal 
level needed to open the squelch. 


¢ When functioning as an RF gain/squelch control 
Noise squelch (FM mode) 
ch Recommended level 


Squelch is ae 
open. 


7. y-— Maximum 
{ ‘\ RF gain 
RF gain—. |) . 


adjustable \ \\ 
range 


¢ When functioning as a squelch control 
(RF gain is fixed at maximum.) 
Noise squelch (FM mode) 


S-meter 
squelch 


Pelee saaeten = /,-— S-meter squelch 


threshold 
(FM mode) threshold 
Squelch is S-meter 
open. squelch 
Shallow Deep 


¢ When functioning as an RF gain control 
(Squelch is fixed open; SSB, CW, RTTY only) 


Maximum 
Adjustable —~ RF gain 


range 


Minimum RF gain 
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3 BASIC OPERATION 


@ Voice synthesizer operation 


The IC-7410 has a built-in voice synthesizer to an- 
nounce the operating frequency, mode and S-meter 
level in clear, electronically-generated voice, in Eng- 
lish (or Japanese). 

First, select the desired parameters to be announced 
in the Set mode. (p. 87) 


Initial values for the voice synthesizer parameters 


¢ SPEECH Level : 50% 

¢ SPEECH Language: English 
¢ SPEECH Speed : HIGH 

¢ SPEECH S-Level : ON 


* SPEECH [MODE] SW: OFF 


= Push [SPEECH] to announce the S-meter level* 
and currently selected frequency. 
¢ If you hold down [SPEECH] for 1 second, the trans- 
ceiver announces the operating mode after the fre- 
quency. 
* The S-meter level announcement can be turned OFF. 
(p. 87) 
Push a mode switch to announce the appropriate 
mode, when the “SPEECH [MODE] SW’ item is set 
to “ON” in the Set mode. (p. 87) 


@ Meter Display selection 


The transceiver has four transmit meter functions for 
your convenience. In addition to Po and ALC, you can 
display the SWR or COMP meter by holding down 
[ANTeMETER] for 1 second. 


¢Po : Displays the RF output power in % (percent). 

*ALC _ : Displays the ALC level. When the meter move- 
ment shows the input signal level exceeds the 
allowable level, the ALC limits the RF power. 
In such cases, rotate the [MIC] control counter- 
clockwise to decrease the microphone gain. 

¢SWR : Displays the SWR of the antenna at the fre- 
quency. 

¢ COMP: Displays the compression level when the 
speech compressor is in use. 


[SPEECH] 


[ANT*METER] 


HnnGEE 
SWR 1°°°1,5°° 200008" BZ cececcccccccccs fore) 


The RF output power 
meter becomes the 
S-meter in receive. 


@ Basic transmit operation 


Before transmitting, monitor the operating fre- 
quency to make sure transmitting won’t cause 
interference to other stations on the same fre- 
quency. It’s good amateur practice to listen 
first, and then, even if nothing is heard, ask “Is 
the frequency in use?” once or twice, before 
you begin operating on that frequency. 


© Transmitting 


G CAUTION: Transmitting without an antenna will 
% damage the transceiver. 


@ Push [PTT] on the microphone to transmit (or 
[TRANSMIT] on the transceiver). 
¢ The TX indicator lights red. 

(2) Release [PTT] to receive (or push [TRANSMIT] 
again). 


V Adjusting the transmit output power 
=» Rotate [RF PWR]. 
¢ Adjustable range : 2 W to 100 W 
(2 W to 27 W in the AM mode) 


Increases 


Decreases 


© Microphone gain adjustment 
(Mode: SSB/AM/FM) 


@ Push [PTT] on the microphone to transmit. 
¢ Speak into the microphone at your normal voice level. 
@ In the SSB mode: 
While speaking into the microphone, rotate the 
[MIC] control so that the ALC meter reading stays 
within the ALC zone. 
In the AM and FM modes: 
While speaking into the microphone, rotate the 
[MIC] control with another station listening to your 
voice for clarity. 


Recommended level for 
an Icom microphone 


Decreases { 


(3) Release [PTT] to receive. 
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[TRANSMIT] TX indicator 


[RF PWR 


o& 


oeBees5eeeToe9e0t20+.+40..+60 
S HiiiLitiETNS NEED 
Po. 0 100% 


ALC zone 
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4 RECEIVE AND TRANSMIT 


@ Operating SSB 


@ Select the desired band. (p. 25) 
(2) Push [SSB] to select the LSB or USB mode. 
¢ When operating above 10 MHz, USB is selected first; 
when operating below 10 MHz, LSB is selected first. 
elf desired, after USB or LSB is selected, hold down 
[SSB] for 1 second to select the data mode. 
(3) Rotate [DIAL] to tune a desired signal. 
¢ The S-meter indicates the received signal strength. 
¢ The tuning step can be changed in the tuning step pro- 
gram mode. (p. 27) 
@) Rotate the [AF] control to adjust the audio to a com- 
fortable listening level. 
©) Push [PTT] on the microphone to transmit (or 
[TRANSMIT] on the transceiver). 
¢ The TX indicator lights red. 
©) Speak into the microphone at your normal voice 
level. 
¢ Rotate the [MIC] control to adjust the microphone gain 
at this step, if necessary. 
@ Release [PTT] to receive (or push [TRANSMIT] 
again). 


Convenient Receive functions 


[TRANSMIT] TX indicator 


(i ff co es mee 
OOCcOoO [BOD GaMO 


=| 
[MIC] [AF] [SSB] [DIAL] 


= “LSB” or “USB” appears 


ANT? LSBUSB 


Convenient Transmit functions 


¢ Preamp and attenuator (p. 55) 

¢ Twin PBT (Passband Tuning) (p. 59) 
¢ AGC (Auto Gain Control) (p. 56) 

* Noise Blanker (p. 60) 

¢ Noise Reduction (p. 61) 

¢ Notch filter (p. 61) 

¢ VSC (Voice Squelch Control) (p. 76) 


¢ Speech Compressor (p. 64) 

¢ VOX (Voice Operated Transmit) (p. 62) 
¢ Transmit quality monitor (p. 65) 

¢ Transmit filter width selection (p. 64) 

¢ Audio tone control (pp. 90, 91) 
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@ Operating CW 


@® Select the desired band. (p. 25) [TRANSMIT] TX indicator 
(2) Push [CW] to select the CW mode. 
¢ Pushing [CW] alternately selects CW or CW reverse 
mode. 
(3) Rotate [DIAL] to tune a desired signal. 
¢ The S-meter indicates the received signal strength. 
¢ The tuning step can be changed in the tuning step pro- 
gram mode. (p. 27) 
@) Rotate the [AF] control to adjust the audio to a com- 
fortable listening level. 
(©) Push [TRANSMIT] to transmit. 
¢ The TX indicator lights red. 


[AF] [CW] [DIAL] 


©) Use the electric keyer or paddle to key your CW Oe ee Pie cage pe eee 
signals. wo 8 (rink rire 
¢ The Po meter indicates transmitted CW output power. ae Ly 6. | as =/, as os 
@ Push [TRANSMIT] again to receive. Senate eee eae ot 
ALCL, J ba 
Convenient Receive functions Convenient Transmit functions 
¢ Preamp and attenuator (p. 55) ¢ Break-in function (p. 63) 
¢ Twin PBT (passband tuning) (p. 59) ¢ Keying speed setting (p. 37) 
¢ AGC (Auto Gain Control) (p. 56) ¢ Memory keyer (p. 38) 


¢ Noise Blanker (p. 60) 

¢ Noise Reduction (p. 61) 

¢ Manual Notch filter (p. 61) 
¢ CW pitch control (p. 37) 

¢ % function (p. 27) 
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4 RECEIVE AND TRANSMIT 


@ Operating CW (continued) 


© About the CW reverse mode 


The CW reverse mode receives signals with a reverse 
side CW carrier point similar to voice of the LSB and 
USB modes. 

Use when interfering signals are near a desired signal, 
and you want to reduce the interfering tone. 


= Push [CW] to alternately select the CW or CW re- 
verse mode. 
¢ Check that the interfering tone can be reduced. 


© About CW pitch control 


The received CW audio pitch and CW sidetone can be 
adjusted to suit your preference, without changing the 
operating frequency. 


=» Rotate the [CW PITCH] control to suit your prefer- 
ence. 
¢ Adjustable from 300 to 900 Hz (in 5 Hz steps) 


© About keying speed 


The transceiver’s internal electronic keyer speed can 
be adjusted between 6 and 48 wpm (wards per min- 
ute). 


= Rotate the [KEY SPEED] control clockwise to in- 
crease keying speed; counterclockwise to decrease 
keying speed. 


© CW sidetone function 


When the transceiver is in the receive mode (and the 
Break-in function is OFF— p. 63), you can listen to the 
CW sidetone without actually transmitting. 

You can also use the CW sidetone to practice CW 
sending, but be sure to turn OFF the Break-in func- 
tion. 


The CW sidetone level can be adjusted in the “Side 
Tone Level” item of the Keyer Set mode (p. 42). 


| \ BFO 


Interference Desired signal Interference Desired signal 
CW mode (LSB side) CW-R mode (USB side) 


y 


ocococy 


[KEY SPEED] 
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@ Electronic keyer functions 


You can access a number of convenient functions 
of the built-in electronic keyer in the memory keyer 
menu. 


@® In the CW mode, push [MENU] to display the “M1” [SEND] [EDT] [SET] 
screen (Menu 1). 

(2) Push [KEY](F-4) to display the “KEY” screen (Mem- 
ory Keyer). 

(3) Push [SEND](F-2), [EDT](F-3), [001](F-4) or [SET] 
(F-5) to select the desired menu. 
See the diagram below. 
¢ Push [MENU] to save, and return to the previous dis- 


play. [MENU] — [KEY|/[001] 


© Memory keyer menu construction 


Oe Me an cn ere The screen you want to appear first can be 
ar 1 (rnc rer selected in the “KEYER 1st Menu” item of 
a i 6. as | =, Ls Ht the Set mode. (p. 88) 
g VeesBees5eee7o0e9o#20 440 ..+60 Eon ear 
se es eae ten 
Sai igeeeehs oR ms 
P.AMP AGC FILTER 
iM] 
pom ee aes 
AGC 144 KEY SCP 


¢ Keyer Edit screen (p. 40) 
b thanks Ao ab AS ete etna OS RAE wet eth ine CQ TEST CQ TEST DE | 
r : < > 
| © Keyer Send screen (p. 39) : Se eee 
| ISEND o0o1 | 
' M1 M24 M3 M4 —1 ; 
¢ Contest Number Set mode (p. 41) 
| [MENU] 
ne 


Number Style 
a 1 Vv Normal 


¢ Memory Keyer screen 


| 


SEND EDT 001 SET | ¢ Keyer Set mode (p. 42) 


Bieig) Side Tone Level 
7 ee A re 50% 


(re) {Fs} [Fa] [ Fs } 
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4 RECEIVE AND TRANSMIT 


@ Electronic keyer functions (continued) 


© Memory keyer send menu 


Pre-set characters can be sent using the Keyer Send 
menu. Contents of the memory keyer are set in the 
Edit menu. 


¢ Transmitting 

@ In the CW mode, push [MENU] to display the “M1” 
screen (Menu 1). 

(2) Push [KEY](F-4) to display the “KEY” screen (Mem- 
ory Keyer). 

(3) Push [SEND](F-2) to display the “SEND” screen 
(Keyer Send). 

(4) Push [TRANSMIT] to switch the transceiver to 
transmit, or turn ON the Break-in function. (p. 63) 
© Push one of the function keys, [M1](F-1) to 

[M4](F-4), to send the memory keyer contents. 
¢ Holding down a function key for 1 second repeatedly 
sends the contents; push any function key to cancel the 
transmission. 
¢ The contest serial number counter advances each time 
the contents are sent. 
¢ Push [-1](F-5) to reduce the contest serial number ad- 
vances by 1 before sending the memory keyer contents 
to a station a second time. 
¢ Set the memory keyer repeat interval to between 1 and 
60 seconds (1 second steps) in the “Keyer Repeat Time” 
item of the Keyer Set mode. (p. 42) 
© Push [MENU], and return to the “KEY” screen. 
@) Push [MENU] again to return to the “M1” screen. 


For your information 

When an external keypad is connected to pin 3 and 
pin 7 of the [MIC] connector, the contents of M1 to 
M4 can be transmitted without selecting the keyer 
send menu. 

, See page 92 for details. 


WMQAAAN 


ANTI cw 

_ -, Re me 
eo I 'trnc ire 
cy ae i 

= om? em? an! 5 a? Gm! 

g eeeBeee5eee7ee9e0#200-440 6.460 veon 
ne 2 s +5 99100% FcH 
Gili gsea get getosly spvtoeesionaeen So 

P.AMP AGC FILTER 
iv} 
SEND oo1 

M1 M24 M3 M4 —-1 


¢ M1 sending display 


Sang) CQ TEST CQ TE o0O1 
M24 M3 M4 —1 


er] 


¢ M2 sending display Counter 
= 


Sianis} UR SNNOO1 BK oo1 
M1 ME. M3 M4 —1 


Count up trigger icon 


¢ M3 sending display 


See) CFM TU oOo1 
M24 M4 -—1 


¢ M4 sending display 


SEM QRZ? 0O1 
M24 M3 —1 


e While transmitting repeatedly 


Sane) CQ TEST CQ TE oo1 
[OY] M24 M3 M4 —1 


“T” and “]” appear 


© Editing a memory keyer 


The contents of the memory keyer memories can be 
set using the memory keyer edit menu. The memory 
keyer can memorize and re-transmit 4 CW key codes 
for often-used CW sentences, contest serial numbers 
or acount up trigger. The total capacity of the memory 
keyer is 70 characters per memory channel. 


¢ Programming contents 
@® In the CW mode, push [MENU] to display the “M1” 

screen (Menu 1). 

(2) Push [KEY](F-4) to display the “KEY” screen (Mem- 
ory Keyer). 
(3) Push [EDT](F-3) to display the “EDT” screen (Keyer 

Edit). 

° ied memory keyer content of Channel 1 (M1) is dis- 
played. 

(4) Push [F-1] one or more times to select the memory 
keyer channel to be edited. 

(5) Rotate [DIAL] to select a character, or push the 
keypad to input a number. 

e Push [DEL](F-4) to delete the selected character or 
number. 

¢ Push [SPC](F-5) to input a space. 

e An error beep sounds when you try to input more than 
70 characters. To delete a character or number, push 
[<](F-2) or [>](F-3) to select it, then push [DEL](F-4) to 
delete. 


Selectable characters 
Ato Z/?%.,@* 


©) Push [](F-2) to move the cursor backward, or push 
[>](F-3) to move the cursor forward. 

@) Repeat steps ©) and © to program up to 70 char- 
acters memory keyer contents. 

Push [MENU] to save, and return to the “KEY” 
screen. 

(9) Push [MENU] again to return to the “M1” screen. 


GY NOTE: 

“*” ig used to transmit a string of characters with no 
inter-character space. Put “*” before a text string such 
as ‘AR, and the string “AR” is sent with no space. 

“#” is used to insert the CW contest serial num- 
ber. The serial number automatically advances 
by 1. This function is available for only one mem- 
ory keyer channel at a time. “%&” is used in memory 
7 keyer channel M2 by default. 


WMA 


Pre-programmed memory keyer contents 


ised ea Contents 
M1 CQTEST CQTEST DE JA1 JA1 TEST 
M2 UR 5NN* BK 
M3 CFM TU 
M4 QRZ? 
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‘ao a ara 
Ger caQ TEST CQ TEST DE 
L M1 < > DEL SPC 
(r1}] {Fe} (Fs) {Fa} [Fs ] 


Input a space 

Delete a character 
Move cursor forward 
Move cursor backward 
Select M1 to M4 


¢ M2 default indication 


UR 5NN* BK 
> DEL SPC 


When inputting an asterisk, the 
counter is incremented by 1. 
¢ M3 default indication 


Gee CFM TU 
> DEL spc 


¢ M4 default indication 
| QRZ? 


> DEL SPC 


Example display— Inputting “QSL TU 
DE JA3YUA TEST” into the memory keyer 
channel 3 (M3). 


Pew ost TU DE JA3YUA 
> DEL SPS 


OT ee DE JA3YUA TEST 
< a DEL Sec 
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@ Electronic keyer functions (continued) 


© Contest number Set mode 


This mode is used to set the contest number and count 
up trigger, etc. 


¢ Setting contents 

@® In the CW mode, push [MENU] to display the “M1” 
screen (Menu 1). 

(2) Push [KEY](F-4) to display the “KEY” screen (Mem- 
ory Keyer). 

(3) Push [001](F-4) to enter the Contest Number Set 
mode. 

@) Push [A](F-1) or [W](F-2) to select the desired 
item. 

(5) Rotate [DIAL] to select the desired option. 
¢ Hold down [F-3] for 1 second to reset to the default set- 

ting, if desired. 

© Push [MENU] to save, and return to the “KEY” 
screen. 

@) Push [MENU] again to return to the “M1” screen. 


1. Number Style (Default: Normal) 


This item sets the numbering system used for contest 
numbers— normal or short morse numbers. 


Y Short morse numbers are also referred to as “cut 
Y, numbers. 


¢ Normal : Does not use short morse numbers 
¢ 190>AN0O : Sets 1 as A, 9 as N and Oas O. 
¢190>ANT : Sets 1 as A, 9 as N and Oas T. 

¢ 90> NO :Sets9asNand0Oas O. 

¢ 90> NT :Sets9asNand0OasT. 


2. Count Up Trigger (Default: M2) 


Set the count-up trigger to one of four memory slots 
for the contest number exchange. The count-up trigger 
allows the contest number to automatically advance 
after each complete serial number exchange is sent. 


¢ M1, M2, M3 or M4 can be set. 


3. Present Number (Default: 001) 


This item shows the current number for the count-up 
trigger channel set above. 


¢ Rotate [DIAL] to change the number, or hold down 
[F-3](CLR) for 1 second to reset the current number 
to 001. 


P.AMP AGC FILTER 

a i a 

Number Style 
7 N 1 Vv Normal 
Cea] Cre) Ces) Cra] Ces] 


Select the item Reset to the default 
setting 


© Keyer Set mode 


This Set mode is used to set the CW sidetone, mem- 
ory keyer repeat time, dash weight, paddle specifica- 
tions, keyer type, etc. 


¢ Setting contents 

@® In the CW mode, push [MENU] to display the “M1” 
screen (Menu 1). 

(2) Push [KEY](F-4) to display the “KEY” screen (Mem- 
ory Keyer). 

(3) Push [SET](F-5) to enter the Keyer Set mode. 

(4) Push [A](F-1) or [W](F-2) to select the desired 
item. 

(©) Rotate [DIAL] to select the desired option. 
¢ Hold down [F-3] for 1 second to reset to the default set- 

ting, if desired. 

© Push [MENU] to save, and return to the “KEY” 
screen. 

@) Push [MENU] again to return to the “M1” screen. 


1. Side Tone Level (Default: 50%) 
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ANT / cw 
Ee; a, =, = F/ __/ 
wo (rtttk rire 
=~ . os a a os as 
g VeeeBeesSeee7oe.9ee420..440..+60 GEOR 
mee 20°*+"* < 100% Fc 
Sn 48ec3pgsteeeiod ginsbosevacensnsd -_ 
P.AMP AGC FILTER 
a oO a 
Bisa Side Tone Level 
a 1 ee 50% 
{ei} [Fre] (Fs | (Fa] [Fs ] 


Reset to the default 
setting 


Select the item 


5. Dot/Dash Ratio (Default: 1:1:3.0) 


Select the CW sidetone output level. 


¢0 to 100% in 1% steps can be selected. 


2. Side Tone L-Limit (Default: ON) 


Set the CW sidetone level limit. When the [AF] con- 
trol is rotated above a specified level, the CW sidetone 
does not increase. 


¢ ON : CW sidetone level is limited. 
¢ OFF: CW sidetone level is not limited. 


3. Keyer Repeat Time (Default: 2s) 


When sending CW using the repeat timer, this item 
sets the time between transmission. 


¢ 1 to 60 seconds in 1 second steps can be selected. 


4. Message Display (Default: Normal) 


When you are in the “SEND” screen (Keyer Send), 
channel numbers are displayed above the function 
keys. However, you can display the first three charac- 
ters of the keyer memory instead of the channel num- 
ber. 


Select whether to display the channel number or the 
first three characters of the keyer. 


¢Normal_: Displays the channel number. 
¢ Message: Displays the first three characters of the 
keyer memory. 


Set the dot/dash ratio. 
¢ 1:1:2.8 to 1:1:4.5 (in 0.1 steps) can be selected. 


Keying weight example: Morse code “K” 
DOT (fixed*) 


DASH | DASH | 


Weight setting: 
1:1:3 (default) 


Weight setting: 


Adjusted a ae 
Adjustable range —% | \'!— SPACE (fixed*) 


*SPACE and DOT length can be 
adjusted with only [KEY SPEED]. 


6. Rise Time (Default: 4ms) 


This item sets the rise time of the transmitted CW en- 
velope. 


¢ 2, 4, 6 or 8 milliseconds can be selected. 


About rise time 


Key action 


a a CREE 


Tx output power | -_-__- fi Set Tx power level, 


Rise time Time 


G, \f the rise time of a CW waveform is too short, key 
4%, clicks on nearby frequencies can be generated. 


\\ 


t= Continued on the next page. 


43 


4 RECEIVE AND TRANSMIT 


© Keyer set mode (continued) 


7. Paddle Polarity (Default: NORMAL) 
Set the paddle polarity. 


¢ Normal or reverse polarity can be selected. 


8. Keyer Type (Default: ELEC-KEY) 


Select the keyer type for the [ELEC-KEY] connector 
on the front panel. 


¢ Straight key, BUG-KEY or ELEC-KEY can be se- 
lected. 


9. MIC Up/Down Keyer (Default: OFF) 


Set the microphone [UP]/[DN] switches to be used 
as a key. (The microphone [UP]/[DN] switches do not 
work as a ‘Squeeze key.’) 


¢ ON : The [UP]/[DN] switches can be used as a key 
for CW. 

¢ OFF: The [UP]/[DN] switches cannot be used as a 
key for CW. 


NOTE: When “ON” is selected, the frequency and 
memory channels cannot be changed using the 
[UP]/[DN] switches. 


OY 


@ Operating RTTY (FSK) 


When using your RTTY terminal or TNC, consult the 
manual that comes with the equipment. 


@ Select the desired band. (p. 25) 

(2) Push [RTTY] to select the RTTY mode. 
¢ Pushing [RTTY] alternately selects the RTTY or RTTY 

reverse mode. 

(3) Rotate [DIAL] to tune a desired signal. 
¢ The S-meter indicates received signal strength. 
¢ If the received signal cannot be demodulated, try to se- 

lect the RTTY reverse mode in step @. 
¢ The tuning step can be changed in the tuning step pro- 
gram mode. (p. 27) 

(4) Push [TRANSMIT] to set the transceiver to the 
transmit mode, or transmit a SEND signal from your 
TNC. 
¢ The TX indicator lights red. 
¢The Po meter displays the transmitted RTTY signal 

strength. 

(5) Use your PC or TNC (TU) to transmit RTTY (FSK) 
signals. 

© Push [TRANSMIT] to return to receive. 


Convenient Receive functions 


¢ Preamp and attenuator (p. 55) 

¢ Twin PBT (Passband Tuning) (p. 59) 
¢ AGC (Auto Gain Control) (p. 56) 

¢ Noise Blanker (p. 60) 

¢ Noise Reduction (p. 61) 

¢ Notch filter (p. 61) 

¢ % function (p. 27) 

¢ Twin Peak Filter (p. 47) 


RECEIVE AND TRANSMIT 


[TRANSMIT] TX indicator 


“RTTY” or “RTTY-R” appears 


> 
2 
| 
a 
4 
4 
< 


-R 


5. 
“20 888" 
a 
rity 


[essccoooWscocooame] 

+—_ ——> 
While receiving, the meter functions as the 
RTTY tuning meter to make correct tuning 
easier. 
Rotate [DIAL] to the point where both sides of 
the dots appear equally. 
* While transmitting, the meter functions as the trans- 

mit meter, selected by pushing [ANTeMETER]. 
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@ RTTY functions 


The RTTY menu has a number of convenient functions 
for RTTY operation. 


@ Push [RTTY] to select the RTTY mode. 
¢ Pushing [RTTY] alternately selects the RTTY or RTTY 
reverse mode. 
(2) Push [MENU] to display the “M1” screen (Menu 1). 
(3) Push [RTTY](F-4) to display the “RTTY” screen. 
(4) Push [DEC](F-2), [TPF](F-4) or [SET](F-5) to select 
the desired menu. See the diagram below. 
¢ Push [MENU] to return to the previous display. 


© RTTY menu construction 


P.AMP AGC FILTER 
iu] 
AGC 1/4 RTTY SCP 
e RTTY screen | 
RTTY 
DEF TPE SET 


45 


[DEC] [RTTY)[TPF] [SET] 


= 


' oO 
OM oO 


MENU] [RTTY] 


¢ RTTY Decoder screen (p. 46) 


45BPS_ BAUDOT 
MK /YSFT 2125/7170 
ADJWMF2: HOLD F3: CLR 


[F-2] 


¢ Twin Peak Filter setting screen (p. 47) 


Gugad RTTY—TPF ON 
DEF TPE SET 


¢ RTTY Set mode (p. 48) 
| RTTY Mark Freq 
Vv 1 7 


2125 


© About the RTTY reverse mode 


Received characters are occasionally garbled when 
the Mark and Space signals are reversed. This rever- 
sal can be caused by incorrect TNC connections, set- 
ting or commands. 

To receive reversed RTTY signals correctly, select the 
RTTY reverse mode. 


= Push [RTTY] to alternately select the RTTY mode 
or RTTY reverse mode. 


© RTTY decoder 


The transceiver has an RTTY decoder for Baudot 
(mark freq.: 2125 Hz, shift freq.: 170 Hz, 45 bps). 


An external terminal unit (TU) or terminal node con- 
nector (TNC) is not necessary for receiving a Baudot 
signal. 


@® In the RTTY mode, push [MENU] to display the “M1” 
screen (Menu 1). 

(2) Push [RTTY](F-4) to display the “RTTY” screen. 

(3) Push [F-2](DEC) to turn ON the RTTY decoder. 
¢ RTTY decoder screen appears. 

(4) Push [F-2] to turn ON the Hold function to hold the 
current screen. 
¢“()’ appears when this function is turned ON. 
¢ Push [F-2] again to turn OFF the Hold function. 

©) Hold down [F-3] for 1 second to clear the displayed 
characters, if desired. 
¢ “(9)” disappears at the same time as the displayed char- 

acters are cleared. (The hold function is cancelled.) 
© Push [MENU] to return to the previous display. 


¢ Setting the decoder threshold level 
If some characters are displayed when no signal is re- 
ceived, adjust the RTTY decoder threshold level. 


@ Select the RTTY decoder screen as described 
above. 

(2) Push [F-1](ADJ) to select the threshold level adjust- 
ment mode. 

(3) Rotate [DIAL] to adjust the RTTY decoder threshold 
level. 
¢ Hold down [F-3] for 1 second to reset to the default set- 

ting, if desired. 

@ Push [MENU] to save, and return to the previous 

display. 


Y The number of the decoder display lines, the Un- 
Y Shift On Space (USOS) function and new line code 
Y% can be set in the RTTY Set mode. (p. 48) 


Space Mark BFO 


RECEIVE AND TRANSMIT 
Normal Reverse 
170Hz | 2125Hz 2125Hz |170Hz 


o Wenn rr 
@ fh CLL SLL 


P.AMP AGC FILTER 
iv] 2 

Ts 
AGC 1/4. RTTY SCP | 
RTTY 

DEC TPF SET 

45BPS BAUDOT 
| DEC Bw SSFT 2125/7170 
ADJFe >: HOLD FS CLR 


Appears when the Hold function 
is turned ON. 


BFO Space Mark 


45BPS_BAUDOT 
MK /SFET_ 21257170 
ADJ F2:HOLD F3: CLR 
f : | 
45BPS_BAUDOT 
MK /SFET_ 21257170 
iP 9 F2:HOLD F3:CLR 


“Sc threshold level display 


4 
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@ RTTY functions (continued) 


© Twin Peak Filter 


The Twin Peak Filter changes the receive frequency 
response by boosting 2125 and 2295 Hz for better 
copying of RTTY signals. 


@® In the RTTY mode, push [MENU] to display the “M1” 
screen (Menu 1). 

(2) Push [RTTY](F-4) to display the “RTTY” screen. 

(3) Push [TPF](F-4) to turn the Twin Peak Filter ON or 
OFF. 

(@) Push [MENU] to save, and return to the previous 
display. 

Y NOTE: When the Twin Peak Filter is in use, the re- 

ceived audio output may increase. This is normal; 

not a malfunction. 


WV“ 


P.AMP AGC FILTER 
2 
RTITY 
DEC TPE SET 
f | 


ee iets Se tela etd 


Appears when the Twin Peak 
Filter is ON. 


© RTTY Set mode 


The RTTY Set mode is used to set the mark and shift 
frequencies, keying type, decode USOS function, 
RTTY decoder new line code and the number of de- 
code screen display lines. 


¢ Setting contents 

@® In the RTTY mode, push [MENU] to display the “M1” 
screen (Menu 1). 

(2) Push [RTTY](F-4) to display the “RTTY” screen. 

(3) Push [SET](F-5) to enter the RTTY Set mode. 

() Push [A](F-1) or [W](F-2) to select the desired 
item. 

(5) Rotate [DIAL] to select the desired option. 
¢ Hold down [F-3] for 1 second to reset to the default set- 

ting, if desired. 

© Push [MENU] to save, and return to the “RTTY” 
screen. 

@) Push [MENU] again to return to the “M1” screen. 


1. RTTY Mark Freq (Default: 2125) 
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SWR1**°4,5¢¢ 20088" Brtereeeeeeeeees Co 
P.AMP AGC FILTER 
a iv} a 


Biggg RTTY Mark Freq 
Vv 1 7 N 


(ra ] (F2] [ F3 |] (Fa ] [ F5 |] 


Reset to the default 
setting 


Select the item 


4. Decode USOS (Default: ON) 


Select the RTTY mark frequency. 


¢ 1275, 1615 and 2125 Hz are selectable. 


2. RTTY Shift Width 
Select the RTTY frequency shift. 


(Default: 170) 


¢ 170, 200 and 425 Hz are selectable. 


3. RTTY Keying Pol (Default: NORMAL) 


Select normal or reverse keying polarity. 


* NORMAL : Key open/close = Mark/Space 
¢ REVERSE : Key open/close = Space/Mark 


Turn the USOS (UnShift On Space) function ON or 
OFF. This function decodes a letter code after receiv- 
ing a “space.” 


¢ OFF: Decodes as a character code 
e ON : Decodes as a letter code 


5. Decode New Line (Default: CR,LF,CR+LF) 


Select the internal RTTY decoder new line code. 
CR: Carriage Return, LF: Line Feed 


¢ CR,LF,CR+LF : Makes a new line with any code. 
¢ CR+LF : Makes a new line with only the 
CR+LF code. 


6. Decode Screen (Default: 3 line) 


Set the decoder screen display mode to 2 or 3 lines. 
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@ Operating AM/FM 


© Select the desired band. (p. 25) 


(2) Push [AM/FM] to select the AM or FM mode. 
¢ lf desired, after AM or FM is selected, hold down [AM/ 
FM] for 1 second to select the data mode. 
(3) Rotate [DIAL] to tune a desired signal. 
¢ The S-meter displays the received signal strength. 
¢ The tuning step can be changed in the tuning step pro- 


gram mode. (p. 27) 


@) Rotate the [AF] control to adjust the audio to a com- 


fortable listening level. 


(©) Push [PTT] on the microphone to transmit (or 


[TRANSMIT] on the transceiver). 
¢ The TX indicator lights red. 


© Speak into the microphone at your normal voice 


level. 


¢ Rotate the [MIC] control to adjust the microphone gain 


in this step, if necessary. 


@ Release [PTT] to receive (or push [TRANSMIT] 


again). 


Convenient Receive functions 


[TRANSMIT] TX indicator Band keys 


[MIC] [AF] [AM/FM] [DIAL] 
¢ AM mode 
asia 
ANT? —AM 
se ihntnnnin 
@ OLS, AILS, LIL 


¢ FM mode 


Convenient functions for transmit 


¢ Preamp and attenuator (p. 55) 

¢ Twin PBT (Passband Tuning)* (p. 59) 
¢ AGC (Auto Gain Control) (p. 56) 

¢ Noise Blanker (p. 60) 

¢ Noise Reduction (p. 61) 

¢ Notch filter (p. 61) 

¢ VSC (Voice Squelch Control) (p. 76) 


*AM only 
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¢ Speech Compressor (p. 64) 

¢ VOX (Voice Operated Transmit) (p. 62) 
¢ Transmit quality monitor (p. 65) 

¢ Audio tone control (p. 90) 


@ Tone squelch operation 


The tone squelch opens only when you receive a sig- 
nal containing a matching subaudible tone. You can 
silently wait for calls from others using the same tone. 


@ Push [AM/FM] once or twice to select the FM 
mode. 
(2) Push [MENU] to display the “M1” screen (Menu 1). 
(3) Push [TON](F-4) one or more times to turn ON the 
Tone Squelch function. 
¢ “TSQL” appears 
(4) Hold down [TON](F-4) for 1 second to display the 
“TON” screen (Tone). 
¢ “TSQL Tone” appears on the function display. 
(5) Rotate [DIAL] to select the desired tone squelch 
frequency. (See the table shown below.) 
¢ Hold down [F-3] for 1 second to reset to the default set- 
ting, if desired. 
© Push [MENU] to save, and exit the “TON” screen. 
@ Communicate in the usual manner. 


e Available tone squelch frequencies (Unit: Hz) 


67.0 | 85.4 | 107.2 | 136.5 | 165.5 | 186.2 | 210.7 | 254.1 
69.3 | 88.5) 110.9 | 141.3 | 167.9 | 189.9 | 218.1 
71.9 | 91.5) 114.8 | 146.2 | 171.3 | 192.8 | 225.7 
74.4 | 94.8 | 118.8 | 151.4 | 173.8 | 196.6 | 229.1 
77.0 | 97.4 | 123.0 | 156.7 | 177.3 | 199.5 | 233.6 
79.7 | 100.0 | 127.3 | 159.8 | 179.9 | 203.5 | 241.8 


82.5 | 103.5 | 131.8 | 162.2 | 183.5 | 206.5 | 250.3 


RECEIVE AND TRANSMIT 


[F-3] [TON] 


i 
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opooocon|sa0 
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MENU] [AM/FM] [DIAL] 
% 
ANT? = FM 
—_ aE, <<a, =a, =a, <a, 
eo ort srirerer 
g 16+0Be0e5e0e7e069ee420+4+40..+60 VFOA 
a a fon 
siineacSeaierwaeeitizg tarmoaerascts = 
P.AMP AGC FILTER TSQL 
a LF] a 
—tLi_ 
AGC TON SCP | 
| Hold down 
TSQL Tone 
TON SCAN 88.5Hz 


50 


51 


4 RECEIVE AND TRANSMIT 


@ Tone scan operation 


To search for a repeater’s sub-audible tone, a tone 
scan is available. 

By monitoring a repeater signal with a tone squelch, 
you can determine the tone frequency necessary to 
open the repeater or the squelch. 


@ In the FM mode, push [MENU] to display the “M1” 
screen (Menu 1). 

(2) Hold down [TON](F-4) for 1 second to enter the 
“TON” screen (Tone). 

(3) Push [TON](F-1) one or more times to select the 
tone type to be scanned. 
¢“Rptr Tone” for a repeater tone and “TSQL Tone” for 

tone squelch can be selected. 

(4) Push [SCAN](F-2) to start the Tone scan. 
¢ “Rptr Tone SCAN” or “TSQL Tone SCAN” blinks, de- 

pending on the type you selected. 

(5) When a matched tone is found, the scan pauses 
and the sub-audible tone frequency is automatically 
programmed. 
¢ Hold down [F-3] for 1 second to reset to the default set- 

ting, if desired. 

© Push [SCAN](F-2) to cancel the Tone scan. 


GY When the tone scan is used in the Memory channel 
Z mode, the detected tone frequency can be used 
Z temporarily. 

Z To save the detected tone frequency setting, you 
Z must over-write the Memory channel data. (p. 70) 


@ Repeater operation 


A repeater receives transmitted signals and re-trans- 
mits them on a different frequency. When using a re- 
peater, the transmit frequency is shifted from the re- 
ceive frequency by a frequency offset. 

A repeater can be accessed using the split frequency 
operation to set the frequency shift to the same value 
as the repeater’s frequency offset. 


@ First, set the frequency offset for the HF and 50 
MHz bands in the “FM SPLIT Offset HF” and “FM 
SPLIT Offset 50M” items, and set the “Quick SPLIT” 
item to “ON” in the Set mode. (p. 86) 

(2) Push [VFO/MEMO}] to select the VFO mode. 

(3) Select the desired band. (p. 25) 

() Push [AM/FM] to select the FM mode. 

©) Rotate [DIAL] to set the receive frequency (repeater 
output frequency). 

©) Hold down [SPLIT] to turn ON the Quick Split func- 
tion. 
¢ “asm” and “TONE” appear. 
¢The tone frequency can be set in the “TON” screen 

(Tone). 88.5 Hz is set by default. (p. 52) 

@ Communicate in the normal way. 


[TON] [SCAN] [F-3] 


[MENU] [TON] [AM/FM] [DIAL] 
—_L 4 | 
AGG TON SCP 

| Hold down 


Rptr Tone 
TON SCAN 


Cra] 
| Push to select the tone type. 


88.5Hz 


ein] TSQL Tone 
TON SCAN 


Lrz | 


, Push to start or cancel the scan. 


88.5Hz 


P.AMP AGC FILTER TSQL 
a CF] tC] 
EOIN), TSQL Tone SACN 
SCAN 888.8Hz 
[SPLIT] [VFO/MEMO] 


[AM/FM] [DIAL] 
Appears 
ANT? an SPLIT 
_.,_oe, = =& a, <a, 
(RY 
=! mT i 
g VeeeBeesSees7oe92.+200.440 6.460 VFOA | 
re 20°" mo = #99 9100% bc 
ce ree . 8 ag conan 
“~~ AMP ‘AGC FILTER TONE 
a LF] a 
M1 
AGC TON| SCP 
—— 
Appears 
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© Repeater access tone frequency setting 


Some repeaters require a subaudible tone to be ac- 
cessed. Subaudible tones are superimposed on your 
normal signal and must be set first. You can select 50 
tones from 67.0 Hz to 254.1 Hz. 


[TON] 


@ In the FM mode, push [MENU] to display the “M1” 
screen (Menu 1). 

(2) Push [TON](F-4) one or more times to turn ON the 
Tone Encoder function. 
¢ “TONE” appears. 

(3) Hold down [TON](F-4) for 1 second to display the 


“TON” screen (Tone). ANT _ FM 
¢ “Rptr Tone” appears on the function display. ea pa | _ “rl rr 
@ Rotate [DIAL] to select the desired repeater tone OF COLI Lee 
frequency. (See the table below.) g VereBeeeBeee7o0.9ee420+.440..+60 Grok eer 
(5) Push [MENU] to save, and exit the “TON” screen. dpe ye ee Fou 
a —. = FILTER TONE 
: a [F] 
¢ Available tone frequencies (unit: Hz) Rptr Tone 
TON SCAN 88.5Hz 
67.0 | 85.4 | 107.2 | 136.5 | 165.5 | 186.2 | 210.7 | 254.1 
69.3 | 88.5} 110.9] 141.3 | 167.9 | 189.9 | 218.1 
71.9 | 91.5] 114.8 | 146.2 | 171.3 | 192.8 | 225.7 
74.4 | 94.8) 118.8 | 151.4 | 173.8 | 196.6 | 229.1 
77.0 | 97.4 | 123.0 | 156.7 | 177.3 | 199.5 | 233.6 
79.7 | 100.0 | 127.3 | 159.8 | 179.9 | 203.5 | 241.8 
82.5 | 103.5 | 131.8 | 162.2 | 183.5 | 206.5 | 250.3 


© Transmit frequency monitor check 


You may be able to directly receive the other party’s 
transmitted signal without having to go through a re- 
peater. This function helps you to check whether or 
not the direct communication can be done. 


= While receiving, hold down [XFC] to see if you can 

directly receive the other party’s transmitted signal. 

¢ While holding down [XFC], the offset direction and fre- 
quency offset are displayed on the function display. 


Offset direction and frequency 
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@ RIT function 


The RIT (Receive Increment Tuning) function com- 
pensates for off-frequency operation of the received 
station. 

The function shifts the receive frequency up to 
+9.99 kHz in 10 Hz steps*, without changing the trans- 
mit frequency. 

*The [RIT/ATX] control tunes in 1 Hz steps when the operat- 
ing frequency readout is set to the 1 Hz step readout. 


@ Push [RIT] to turn ON the RIT function. 
¢ “RIT” and the frequency shift appear when this function 
is ON. 
(2) Rotate the [RIT/ATX] control. 
¢ Hold down [CLEAR] for 1 second to reset the RIT fre- 
quency. 
¢ Push [CLEAR] momentarily to reset the RIT frequency 
when the “Quick RIT Clear” item is set to “ON” in the Set 
mode. (p. 88) 
¢ Hold down [RIT] for 1 second to add the frequency shift 
to the operating frequency, if desired. 
@) To cancel the RIT function, push [RIT] again. 
e “RIT” and the frequency shift disappear. 


© RIT Monitor function 


When the RIT function is ON, holding down [XFC] al- 
lows you to listen to the displayed frequency (RIT is 
temporarily cancelled). 
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[RIT] [CLEAR] 
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@ Simple band scope 


The Band Scope function allows you to visually check 
the location and strength of signals around a specified 
frequency. 

The IC-7410’s Band Scope function can be used in 
any operating mode and any frequency band. 
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Blinks when the reference frequency 
is outside of the sweep range. 


= 


Sweep icon 
Band scope display 
Frequency display mark 


Sweep step display 
INDICATOR DESCRIPTION 
Sweep icon While the band scope is sweeping, “> €” is displayed; while stopped, “> ml” is displayed. 
Received audio is not heard from the speaker while the band scope is sweeping. 
Displays the signal location and strength in relation to the center (displayed) frequency. Signal strength is 
Band scope _|relative to the S-meter level, S1 to S9, with each vertical dot in the band scope indicator equal to one seg- 
display ment of the S-meter. Signal activity is measured +30 steps from the center frequency, with each step equal 
to the selected sweep step. 
After a sweep, displays the relative position of the reference frequency. When the reference frequency is 
Frequency . a np OE : 
: outside of the sweep range, “*#” or “&” blinks. After changing the frequency, hold down [F-3] for 1 second to 
display mark ; 
automatically return to the center frequency. 
Sweep step | Displays the selected sweep step. 0.5, 1, 2, 5, 10, 20 and 25 kHz are selectable. Each dot of the band scope 
display display is approximately equal to the selected sweep step. 


The band scope measures receive signal location 
and strength over a specified range on either side of 
a selected frequency, in either the VFO or memory 
modes. 


@® Rotate [DIAL] to select a frequency. 

(2) Push [MENU] to display the “M1” screen (Menu 1), 
then push [SCP](F-5) to display the “SCP” screen 
(Band Scope). 
¢ Automatically starts sweeping with the previously se- 

lected sweeping step. 
¢ During a sweep, received signals cannot be heard. 
(3) Push [F-5] one or more times to select the desired 
sweep step. 
°0.5, 1, 2,5, 10, 20 and 25 kHz are selectable. 
@) Push [F-1] to start sweeping, then automatically 
stop after sweeping. 
¢ Hold down [F-1] for 1 second to start continuous sweep- 
ing. In this case, push [F-1] again to stop the sweep- 
ing. 

¢ During a sweep, “> 
nals cannot be heard. 

¢ If there is a lot of signal noise, turn OFF the Preamplifier 
to reduce the signal input level, and turn ON the Attenu- 
ator to improve the readability of the band scope. 

(5) Rotate [DIAL] to find a signal that you wish to com- 
municate with. If you find the signal, communicate 
in the normal way. 
¢ lf you want to return to the frequency you were using 

before rotating [DIAL], hold down [F-3] for 1 second. 
e If the selected frequency is set outside of the sweeped 
range, “=” or “i” blinks. 

© If you want to update the band conditions while re- 
ceiving, repeat steps 3) and @). 


” is displayed and received sig- 


SWR1t84,5¢¢ 2008" Brtteeeeeeeeeees co 


P.AMP. AGC FILTER 
a iv] a 
STEP 
Dm i i «=O. SK 
Sweep start/stop Sweep step selection 
STEP 
=) O.5k 
Sweep icon 
NOTE: 


If you select a large sweep step, a wide frequen- 
cy range can be displayed on the band scope, but 
2s5ome signals may be skipped and not displayed. 
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@ Preamplifier 


The preamplifier amplifies weak signals in the receiver 
front end, to improve the S/N ratio and sensitivity. 
Turn this function ON when receiving weak signals. 


= Push [P.AMPeATT] one or more times to set the 
preamp OFF, preamp 1 ON or preamp 2 ON. 
* Either “P. AMP@” or “P. AMP@” is displayed when the 
preamp 1 or preamp 2 is ON. 
¢ No indicator is displayed when the preamp is OFF. 


Wide dynamic range preamplifier. It is 


P. AMPQ most effective for 1.8 to 21 MHz bands. 


High-gain preamplifier. It is most effective 


P. AMP@ | for 24 to 50 MHz bands. 


@ Attenuator 


The attenuator prevents a desired signal from being 
distorted when very strong signals are near the sig- 
nal’s frequency, or when very strong electromagnetic 
fields, such as from broadcast stations are near your 
location. 

These can both be independently set for each band. 


= Hold down [P.AMPsATT] for 1 second to turn ON 
the Attenuator. 
¢ “ATT” appears when the Attenuator is ON. 

> Push [P.AMPeATT] momentarily to turn OFF it. 


[PAMP*ATT] 


V About the “P.AMP2” preamplifier 

The preamp 2 is a high gain receive amplifier. When 
it is used in the presence of strong electromagnetic 
fields, distortion sometimes results. In such cases, use 
either the “P-AMP 1” or “PAMP OFF” setting. 


Preamp 2 is most effective when: 

e Used on bands above 24 MHz and when signals are 
weak. 

¢ Receive sensitivity is insufficient when using low-gain 
antennas, or while using a narrow band antenna. 


[PAMP*ATT] 


About the Preamplifier and Attenuator switching procedure 


The Preamplifier and Attenuator are switched with [RAMP/ATT], as shown below. 


P.AMP P.AMP P.AMP 
OFF ~~ a — "> @ 
Push 


Hold down 


————— 
ATT ON 
—_——_—_——= 


Push 


@ AGC function 


The AGC (Auto Gain Control) controls receiver gain to 
produce a constant audio output level, even when the 
received signal strength varies greatly. The transceiver 
has three pre-set AGC time constants; fast, mid, and 
slow for SSB, CW, RTTY and AM modes. 


Y In the FM mode, the AGC time constant is fixed to 
ZG “FAST” (0.1 second). 


© AGC speed selection 
@Select either the SSB, CW, RTTY or AM mode. 


(p. 31) 

(2) Push [MENU] to display the “M1” screen (Menu 1), 
then push [AGC](F-1) one or more times to select 
AGC fast (gj), AGC mid ((%)) or AGC slow (8). 


GY AGC OFF” appears when the selected AGC 
Y speed’s time constant is set to OFF. 


SS 


© Setting the AGC time constant 

@Select either the SSB, CW, RTTY or AM mode. 
(p. 31) 

(2) Push [MENU] to display the “M1” screen (Menu 1), 
then hold down [AGC](F-1) for 1 second to display 
the “AGC” screen. 

(3) Push either [FAST](F-2), [MID](F-3) or [SLOW](F-4) 
to select the desired AGC speed to be set. 
¢ An underline appears below the time constant display. 

() Rotate [DIAL] to set the desired time constant. 

e AGC time constant can be set to between 0.1 to 8.0 
seconds (depending on the mode) or turned OFF. 

* Hold down [FAST](F-2), [MID](F-3) or [SLOW](F-4) for 
1 second to reset to the default setting for the selected 
time constant. 

(©)Select another mode (except for FM), then repeat 
steps (3) and ©), if desired. 

© Push [MENU] to save, and exit the “AGC” screen. 


e Selectable AGC time constant (unit: seconds) 


| Mode | Default | Selectable AGC time constant 


CW/RTTY|0 


OFF, 0.1, 0.2, 0.3, 0.5, 0.8, 1.2, 
6.0 (SLOW) |" 6, 2.0, 2.5, 3.0, 4.0, 5.0, 6.0 


OFF, 0.1, 0.2, 0.3, 0.5, 0.8, 1.2, 
12 (SLow) |" 6, 2.0, 2.5, 3.0, 4.0, 5.0, 6.0 


ETS i em 0.3, 0.5, 0.8, 1.2, 1.6, 2.0, 
2.5, 3.0, 4.0, 5.0, 6.0, 7.0, 8.0 


a for rasm) 
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[MENU] Mode keys 
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|, Hold down 
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Appears under the selected AGC Selected mode 


speeds time constant display. 


¢ When AGC fast is selected 


FAST MID SLOW SSB 
O0.3s 2.0s 6.0s 


¢When AGC slow is selected 


AGC FAST MID SLOW SSB 
0.3s 2.0s 6.0s 


For your information 

When you are receiving a weak signal, and a strong 
signal is momentarily received, the AGC function 
quickly reduces the receiver gain. When that sig- 
nal disappears, the transceiver may not receive 
the weak signal because of the AGC action. In that 
ase, hold down [AGC](F-1) for 1 second, and ro- 
ate [DIAL] to set the time constant to OFF. 
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@ IF filter selection 


The transceiver has 3 passband width IF filters for 
each mode. 


GY The filter selection is automatically memorized in 
each mode. 

The PBT shift frequencies are automatically memo- 
rized in each filter. 


W QQ 


©} IF filter selection 


@ Select the desired mode. 
(2) Push [FILTER] one or more times to select IF filter 
1,2o0r3. 
¢The selected passband width and filter number is dis- 
played on the LCD. 


© Filter passband width setting 
(Mode: SSB/CW/RTTY/AM) 


@ Hold down [FILTER] for 1 second to display the “FIL” 
screen (Filter) to set the filter passband width. 

(2) Select either the SSB, CW, RTTY or AM mode. 
¢ Passband widths for the FM mode is fixed and cannot 

be set. 
(3) Push [FILTER] one or more times to select IF filter 
1,20r3. 
(4) Push [BW](F-1), then rotate [DIAL] to adjust the de- 
sired passband width. Then push [BW](F-1) to set it. 
¢ While holding down [BW](F-1), rotating [DIAL] also 
adjusts the passband width. After adjustment, release 
[BW](F-1) to set it. 

¢ Hold down [F-3] for 1 second to reset to the default set- 
ting, if desired. 

(5) Repeat steps (2) to @ if desired. 

(©) Push [MENU] to save, and exit the “FIL” screen. 


Mode IF filter Adjustable range (steps) 
FILTER1 (3.0 kHz) 
50 to 500 Hz (50 Hz) 
SSB_ | FILTER2 (2.4 kHz) 800 to 3600 Hz (100 Hz) 
FILTERS (1.8 kHz) 
FILTER1 (1.2 kHz) 
SSB-D 50 to 500 Hz (50 Hz) 
cw [FILTER (500 H2) | en9 to 3600 Hz (100 Hz) 
FILTER3 (250 Hz) 
FILTER1 (2.4 kHz) 


50 to 500 Hz (50 Hz) 


RTTY | FILTER2 (500 H2) | E945 0700 Hz (100 Hz) 
FILTERS (250 Hz) 
FILTER1 (9.0 kHz) 

ca FILTER2 (6.0 kHz) | 200 Hz to 10 kHz (200 Hz) 
FILTERS (3.0 kHz) 
FILTER? (15 kHz) 

a FILTER2 (10 kHz)* | Fixed 


FILTERS (7.0 kHz)* 


*When FILTER2 or FILTERS is selected in the FM mode, the 
TX IF filter's passband width is fixed to the narrow selection 
(2.5 kHz). 


WK WS 
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The selected filter width is displayed 
when [FILTER] is pushed. 


e “FIL” screen display 


2.4K fe) SSB-2 2.4K 
BW SHARP 


Shows the selected filter and passband width. 


¢ While adjusting the passband width 


Blinks Appears 
aE 2.4K 0 SSB-2 2.4K 
a SHARP 
pes] Reverses 


f 
Push [BW](F-1), then rotate [DIAL] to adjust the 
passband width. Then push [BW](F-1), 


he PBT shift frequencies are cleared when the 


assband width is changed. 


BT shift frequencies and passband width. 


his “FIL’ screen (Filter) graphically displays the 
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© 1st IF filter selection 


(Mode: SSB/CW/RTTY/AM) 
The IC-7410 has a 15 kHz filter passband width at the [F-3]  [F-5] 
1st IF frequency. The 1st IF filters reduce interference 
from strong nearby signals. 

If the optional FL-480 1ST IF FILTER (6 kHz) is installed, 
a 6 kHz filter width can be used. Or, if the FL-431 1ST 
IF FILTER (3 kHz) is installed, a 3 kHz filter width can be 
used. 


@ Hold down [FILTER] for 1 second to display the [MENU] [FILTER] 
“FIL” screen (Filter). 
(2) Select SSB, CW, RTTY or AM mode. 
¢ The passband width for the FM mode is fixed. 
(3) Hold down [F-5] for 1 second to select the desired | 2.4« 0 RPE Baer | 
filter width from 15 kHz, 6 kHz and 3 kHz. BW SHARP 
¢ Hold down [F-3] for 1 second to reset to the default filter 
setting, if desired. (The filter passband width setting is 
also reset to the default setting.) 
() Push [MENU] to save, and exit the “FIL” screen. 


15 kHz is selected. 


© IF (DSP) filter shape 


(Mode: SSB/CW) Nee) 
A soft or sharp type of DSP filter shape for both SSB 
and CW can be independently selected. 


@ Hold down [FILTER] for 1 second to display the “FIL” 
screen (Filter). 

@ Select the SSB or CW mode. 

(3)Push [F-5] once or twice to select either the soft or 
sharp filter shape. [MENU] [FILTER] 

(4) Push [MENU] to save, and exit the “FIL” screen. 


BW 1SHARP, 


oo) 6 eae 


Hi2.4k fe) SSB-2 2.4K 
BW vy ISOFT! 
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@ Twin PBT operation 


(Mode: SSB/CW/RTTY/AM) 

To reject interference, PBT (Passband Tuning) elec- 
tronically narrows the IF passband width by shifting the 
IF frequency slightly outside of the IF filter passband. 
The IC-7410 uses DSP for the PBT function. Moving 
both [TWIN-PBT] controls shift the IF passband cen- 
ter frequency both above and below the received fre- 
quency. 


The LCD graphically shows the passband width and 
frequency shift. 

> Hold down [FILTER] for 1 second to display the “FIL” 
screen (Filter). Current passband width and fre- 
quency shift are displayed in the “FIL’ screen. 

Hold down [PBT-CLR] for 1 second to set the IF 
frequency to the center position. 
¢ The “dot” disappears. 


The variable range depends on the passband width 
and mode. The edge of the variable range is half of the 
passband width. The PBT is adjustable in 25 Hz steps 
in the SSB/CW/RTTY modes, and 100 Hz in the AM 
mode. 


¢ The [TWIN-PBT] controls should normally be set 
to the center positions when there is no interfer- 
ence. The PBT setting should be cleared. 

¢When the PBT is used, the audio tone may 
change. 

¢ The controls do not function in the FM mode. 
¢While rotating the [TWIN-PBT] controls, noise 
may occur. This comes from the DSP unit and 
does not indicate an equipment malfunction. 

¢ Pushing [PBT-CLR] displays the filter passband 
width and shift value for 2 seconds on the function 
display. 


Ro OE|||TA,._~’WNN 


[PBT-CLR] [TWIN-PBT] 


Passband width and shift Appears when pass- 
value are displayed while band is shifted. 
[TWIN PBT] is used. 


¢“FIL’ screen (Filter) display 
| 2.4K 0 SSB-2 2.4K 
a 


SHARP 


Shows the selected filter and passband width. 


¢ While adjusting the PBT setting 


| 2.0K +200 SSB-2 2.4K 
BW i—— SHARP 


Appears when the passband is shifted. 


PBT OPERATION EXAMPLE 


Both controls in the center 


4 


positions (or hold down Cutting the lower 
[PBT-CLR] for 1 second.) passband edge 


IF center frequency Interference Desired signal 


Cutting both lower and 
higher passband edges 


Interference Desired signal Interference 
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@ Noise Blanker 


(Mode: SSB/CW/RTTY/AM) 
The Noise Blanker eliminates pulse-type noise such 
as noise from car ignitions. 


@ Push [NB] to turn ON the Noise Blanker function. 
¢ “NB” appears. 

(2) Rotate the [NB] control to adjust the Noise Blanker 
threshold level. 

(3) Push [NB] again to turn OFF the function. 
¢ “NB” disappears. 


When using the Noise Blanker function, received 
signals may be distorted if they are excessively 
strong or when used for noise other than pulses. In 
this case, set the Noise Blanker threshold level to a 
/, Shallow position, or turn OFF the function. 


OAYY 


© NB Set mode 


To deal with various types of noise, the attenuation 
level and noise blanking duration can be set in the NB 
Set mode. 


@ Hold down [NB] for 1 second to display the “NB” 
screen (Noise Blanker). 

(2) Push [A](F-1) or [W](F-2) to select the desired 
item. 

(3) Rotate [DIAL] to select the desired option. 
¢ Hold down [F-3] for 1 second to reset to the default set- 

ting, if desired. 

(4) Push [NB] to save and return to the previous 

screen. 


1. NB Depth (Default: 8) 


Set the noise attenuation level to between 1 and 10. 


2. NB Width (Default: 50) 
Set the blanking duration to between 1 and 100. 


@ Meter Peak Hold function 


When the “Meter Peak Hold” item is set to ON in the 
Set mode, the peak level of a received signal strength 
or the output power is displayed for approximately 0.5 
seconds. (p. 86). 
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[NB] control [NB] 
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Select the item Reset to the default 
setting 


Appears for 0.5 seconds. 
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@ Noise Reduction 


The Noise Reduction function reduces random noise 
components and enhances audio signals which are 
buried in noise. The received signals are converted 
to digital signals and then the audio signals are sepa- 
rated from the noise. 


@ Push [NR] to turn ON the Noise Reduction function. 
¢ “NR” appears. 

(2) Rotate the [NR] control to adjust the noise reduc- 
tion level. 

(3) Push [NR] again to turn OFF the function. 
e “NR’ disappears. 


A large rotation of the [NR] control results in audio 
signal masking or distortion. Set the [NR] control for 
maximum readability. 


YS 


@ Dial Lock function 


The Dial Lock function prevents frequency changes by 
accidental movement of [DIAL] by electronically lock- 
ing it. 


Push [LOCK] to turn the Dial Lock function ON or 
OFF. 
¢ “‘peO” appears when the Dial Lock function is ON. 


@ Notch function 


(Mode = Auto notch’ =: SSB/AM/FM 
Manual notch : SSB/CW/RTTY/AM) 

This transceiver has Auto and Manual Notch functions. 
The Auto Notch function uses DSP to automatically at- 
tenuate beat tones, tuning signals, etc., even if their 
frequencies are changing. The Manual Notch function 
allows you to manually attenuate a frequency via the 
[NOTCH] control. 


=» In the SSB or AM mode, push [NOTCH] to toggle 
the Notch function between auto, manual and 
OFF. 
¢ Either the Auto or Manual Notch function can be dis- 
abled in the Set mode. (p. 88) 
= In the CW or RTTY mode, push [NOTCH] to turn 
the Manual Notch function ON or OFF. 
= In the FM mode, push [NOTCH] to turn the Auto 
Notch function ON or OFF. 
¢ “MNF” appears when the Manual Notch function is ON. 
¢ “ANF” appears when the Auto Notch function is ON. 
¢ No indicator appears when the notch filter is OFF. 
¢ When the Manual Notch function is ON, hold down 
[NOTCH] for 1 second to select the wide, mid, or nar- 
row manual notch filter width. 


[NR] [NR] control 


Noise reduction OFF Noise reduction ON 
Noise components Desired 
signal (CW) 


[LOCk] 


[NOTCH] control [NOTCH] 


While tuning the manual notch filter, noise may 
be heard. This comes from the DSP unit and 
does not indicate an equipment malfunction. 


WV 
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@ VOX function 


(Mode: SSB/AM/FM) 

The VOX (Voice-Operated Transmission) function 
switches the transceiver between transmit and receive 
with your voice. This function provides hands-free op- 
eration. 


© Using the VOX function 


@ Select a phone mode (SSB, AM, FM). (p. 31) 

(2) Push [VOX/BK-IN] to turn the VOX function ON or 
OFF. 
¢ “VOX” appears when the VOX function is ON. 


© Adjusting the VOX function 


@ Select a phone mode (SSB, AM, FM). (p. 31) 

@ Hold down [VOX/BK-IN] for 1 second to display the 
“VOX” screen. 

(3) Push [A](F-1) or [W](F-2) to select the VOX Gain 
item. 

@ While speaking into the microphone, rotate [DIAL] 
to the point where the transceiver is continuously 
transmitting. 

(©) If the received audio from the speaker causes the 
VOX circuit to switch to transmit, push [A] (F-1) or 
[VW] (F-2) to select the Anti-VOX item. Then adjust 
the anti-VOX setting to the point where received 
audio does not activate the VOX. 

© Adjust the VOX delay for a convenient interval be- 
fore returning to receive after you stop speaking. 

@ Set the VOX voice delay, if desired. 

Push [MENU] to return to the previous menu. 


1. VOX Gain (Default: 50%) 


[VOX/BK-IN] 


Appears 
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[VOX/BK-IN] 


3. VOX Delay (Default: 0.2s) 


Adjust the VOX gain to between 0% and 100%, in 1% 
steps. 

Higher values make the VOX function more sensitive 
to your voice. 


2. Anti-VOX (Default: 50%) 


Adjust the ANTI-VOX gain to between 0% and 100%, 
in 1% steps. 

Higher values make the VOX function less sensitive to 
the received audio from a speaker or headphones. 


Set the VOX delay to between 0.0 and 2.0 seconds, 
for normal pauses in speech before returning to re- 
ceive. 


4. VOX Voice Delay (Default: OFF) 


Set the VOX voice delay to prevent clipping of the 
first few syllables of a transmission when switching to 
transmit. 


OFF, Short, Mid and Long settings can be set. 


When using the VOX voice delay, turn OFF the TX 
Monitor function to prevent transmitted audio from 
being echoed. 


CQ 
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6 FUNCTIONS FOR TRANSMIT 


@ Break-in function 


(Mode: CW) 

The Break-in function is used in the CW mode to auto- 
matically toggle the transceiver between transmit and 
receive when keying. The IC-7410 is capable of Full 
Break-in or Semi Break-in. 


© Semi Break-in operation 


During Semi Break-in operation, the transceiver imme- 
diately transmits when you key down, then returns to 
receive after a pre-set delay time has passed after you 
stop keying. 


@ Push [CW] to select the CW or CW-R mode. 

(2) Push [VOX/BK-IN] one or more times to turn ON 
the Semi Break-in function. 
¢ “BK-IN” appears. 

(3) Rotate the [BK-IN DELAY] control to adjust the 
break-in delay time (the delay from transmit to re- 
ceive). 


gy Wren using a paddle, rotate the [KEY SPEED] con- 
Z, trol to adjust the keying speed. 


© Full Break-in operation 

During Full Break-in operation, the transceiver trans- 
mits when you key down, then immediately returns to 
receive when you release. 


@ Push [CW] to select the CW or CW-R mode. 

(2) Push [VOX/BK-IN] one or more times to turn ON 
the Full Break-in function. 
° “GBK-IN’ appears. 


GEN using a paddle, rotate the [KEY SPEED] con- 
%, trol to adjust the keying speed. 


[BK-IN DELAY] [CW] [VOX/BK-IN] 
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lm Speech Compressor 


(Mode: SSB) 

The Speech Compressor function increases average 
RF output power, improving signal strength and read- 
ability. 


@ Push [SSB] to select the USB or LSB mode. 

(2) Rotate the [MIC] control to adjust the microphone 
gain so the ALC meter reads within the ALC zone, 
whether or not you speak softly or loudly. 

(3) Push [COMP] to turn ON the Speech Compressor 
function. 
¢ “COMP” appears. 

@ While speaking into the microphone at your normal 
voice level, rotate the [COMP] control to adjust the 
compressor level so the COMP meter reads within 
the COMP zone. 
¢ Hold down [F-3] for 1 second to reset to the default set- 

ting, if desired. 
% When the COMP meter peaks above the COMP 
Y level zone, your transmitted voice may be dis- 
Z torted. 


SS 


@ Transmit filter width selection 


(Mode: SSB) 
The transmit filter width for the SSB mode can be set 
to Wide, Mid or Narrow. 


@ Push [SSB] to select the USB or LSB mode. 
(2) Push [MENU] to display the “M1” screen (Menu 
1), then hold down [TBW](F-4) for 1 second, one 
or more times, to select a Wide, Mid or Narrow 
transmission passband width. 
¢ Push [TBW](F-4) momentarily to display the selected 
TX filter width for approximately 1 second. 

¢ The following filters are specified as the defaults. Each 
of the filter widths can be set in the Tone Control Set 
mode. (pp. 90, 91) 
- WIDE : 100 Hz to 2900 Hz 
- MID :300 Hz to 2700 Hz 
- NAR’: 500 Hz to 2500 Hz 


FUNCTIONS FOR TRANSMIT 6 


[MIC] control [SSB] 


© 


[COMP] control [COMP] 


faa 
AGC TBW SCP 
= 
S 1000300 |5e0070009 00+ 2000+ 40..+60 
pot na 


COMP a : 


™ + COMP meter 
COMP level zone 


Co co} 


ooCcqo ocjoa 


[SSB] [TBW] 
AGG TBW SCP 
| Hold down 
iTBW WIDE; _# Ty 
AGC TBW SCP 


The selected transmit filter width is 
displayed for approximately 1 second. 
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6 — FUNCTIONS FOR TRANSMIT 


@ ATX function 


The ATX function shifts the transmit frequency up to 
+9.99 kHz in 10 Hz steps* without changing the re- 
ceive frequency. 

*The [RIT/ATX] control tunes in 1 Hz steps when the operat- 
ing frequency readout is set to the 1 Hz step option. 


@ Push [ATX] to turn ON the ATX function. 
e “ATX” and the frequency shift appear. 
(2) Rotate the [RIT/ATX] control. 
@) To reset the ATX frequency, hold down [CLEAR] 
for 1 second. 
¢ Push [CLEAR] momentarily to reset the ATX frequency 
when the “Quick RIT Clear” item is set to “ON” in the 
Set mode. (p. 88) 
@ To cancel the ATX function, push [ATX] again. 
e “ATX” and the frequency shift disappear. 


When the RIT and ATX functions are ON at the 
same time, the [RIT/ATX] control shifts both the 
transmit and receive frequencies from the displayed 
frequency at the same time. 


WA Qo 


[CLEAR] 


[ATX] [RIT/ATX] 


Appear 


s 


PO sees 


1000Be0e5e0e7eee9ee+20..+40..+60 in 
seseeeggeeseeeegg sees eee st00% |) EE 


V For your convenience— Calculate function 
The frequency shift of the ATX function can be added 
to or subtracted from the displayed frequency. 


= While displaying the ATX frequency shift, hold 
down [ATX] for 1 second. 


© ATX Monitor function 


When the ATX function is ON, holding down [XFC] 
allows you to directly monitor the transmit frequency 
(including the ATX frequency offset). 


#@ Monitor function 


The Monitor function allows you to listen to your trans- 
mit IF signals in any mode. Use this to check voice 
characteristics while adjusting transmit parameters. 
(pp. 90, 91) 

The CW sidetone functions regardless of the [MONI- 
TOR] setting. 


@ Push [MONITOR] to turn ON the Monitor function. 
¢ “MONI” appears. 
(2) Rotate the [MONI GAIN] control to adjust the moni- 
tor level. 
¢ For the clearest audio output, adjust while holding 
down [PTT] and speaking into the microphone. 
(3) Push [MONITOR] again to turn OFF the function. 
¢ “MONI” disappears. 


@ Split frequency operation 


Split frequency operation allows you to transmit and 
receive on two different frequencies. Split frequency 
operation is performed using frequencies in VFO A 
and VFO B. 


The following is an example of setting 21.290 MHz for 
receiving and 21.310 MHz for transmitting. 


@ Set 21.290 MHz in VFO A. 
(@ Push [SPLIT] to turn ON the Split operation. 
¢ The transmit (VFO B) frequency and “SPLIT” appear. 
(3) Hold down [A=B] for 1 second to equalize the trans- 
mit (VFO B) frequency to the receive (VFO A) fre- 
quency. 
¢ The equalized transmit (VFO B) frequency appears. 
¢ The Quick Split function is much more convenient for 
selecting the transmit frequency. See the next section 
for details. 
(4) While holding down [XFC], rotate [DIAL] to set the 
transmit frequency to 21.310 MHz. 
¢ The transmit frequency can be monitored while holding 
down [XFC]. 
(5) Now you can receive on 21.290 MHz and transmit 
on 21.310 MHz. 


To change the transmit and receive frequencies, push 
[A/B] to exchange VFO A and VFO B. 


V¥ CONVENIENT 

e Direct frequency shift input 

The frequency shift can be directly entered. 

@ Push [F-INP ENT]. 

(2) Enter the desired frequency shift with the digit 
keys. 
¢ 1 kHz to 1 MHz can be set. 
eWhen you require a minus shift direction, first push 

[GENE ° ]. 

(3) Push [SPLIT] to input the frequency shift to the 
transmit frequency, and the Split function is turned 
ON. 

[Example] 
To transmit on a 1 kHz higher frequency: 
- Push [F-INP ENT], [1.8 1] then [SPLIT]. 
To transmit on a 3 kHz lower frequency: 
- Push [F-INP ENT], [GENE ® ], [7 3] then [SPLIT]. 


¢ Split Lock function 

Accidentally releasing [XFC] while rotating [DIAL] 
changes the receive frequency. To prevent this, use 
both the Split Lock and Dial Lock functions to change 
only the transmit frequency. The Split Lock function 
cancels the Dial Lock function while holding down 
[XFC] during split frequency operation. 

The Split Lock function is OFF by default, but can be 
turned ON in the Set mode. (p. 86) 
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[XFC] [DIAL] 


¢ After pushing [SPLIT] 
Appears 
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Shows transmit (VFO B) frequency 


¢ While holding down [XFC] 
Shows transmit (VFO B) frequency 
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Shows frequency shift and direction 


e After setting up 


AGC TBW SCP 
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6 — FUNCTIONS FOR TRANSMIT 


@ Quick Split function 


When you hold down [SPLIT] for 1 second, the Split 
frequency operation is turned ON. The undisplayed 
VFO is automatically changed according to the plus/ 
minus frequency shift programmed in the Set mode, or 
equalized when 0 kHz (default setting) is programmed 
as the split frequency shift. (p. 86) 


The Quick Split function is ON by default. For your 
convenience, it can be turned OFF in the Set mode. 
(p. 86) In this case, holding down [SPLIT] does not 
equalize the VFO A and VFO B frequencies. 


(@ Suppose you are operating at 21.290 MHz (USB) in 
VFO A. 
@ Hold down [SPLIT] for 1 second. 
¢ Split frequency operation is turned ON. 
¢ The transmit frequency (VFO B) is equalized to the re- 
ceive frequency (VFO A). 
¢ In the FM mode, the transmit frequency (VFO B) shifts 
from the receive frequency (VFO A) according to the 
“FM SPLIT Offset HF” and “FM SPLIT Offset 50” setting 
in the Set mode. 
e In the FM mode, the Tone Encoder function is automati- 
cally turned ON. 
(3) While holding down [XFC], rotate [DIAL] to set the 
transmit frequency. 
¢ The frequency shift is displayed on the function display. 
¢You can directly set the frequency shift. See the left 
page for details. 


© Split Lock function 


The Split Lock function is convenient for changing only 
the transmit frequency. When the Split Lock function is 
not used, accidentally releasing [XFC] while rotating 
[DIAL], changes the receive frequency. 

The Split Lock function is OFF by default. Set the 
“SPLIT LOCK’ item to “ON” in the Set mode. (p. 86) 


@ While split frequency operation is ON, push [LOCK] 
to turn ON the Split Lock function. 
° “peO” appears. 
@ While holding down [XFC], rotate [DIAL] to change 
the transmit frequency. 
elf you accidentally release [XFC] while rotating the 
[DIAL], the receive frequency does NOT change. 


[SPLIT] 
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Shows the equalized transmit (VFO B) frequency 
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[XFC] [DIAL] 


@ Measuring SWR 


The IC-7410 has a built-in circuit for measuring an- 
tenna SWR— no external equipment or special adjust- 
ments are necessary. 


The IC-7410 can measure SWR two ways— spot mea- 
surement and plot measurement. 


© Spot measurement 


@ Push [TUNER] once or twice to turn OFF the an- 
tenna tuner. 

(2) Hold down [ANT*METER] for 1 second, once or 
twice, to select the SWR meter. 

(3) Push [RTTY] to select the RTTY mode. 

@ Push [TRANSMIT] on the transceiver, or [PTT] on 
the microphone to transmit. 

(5) Rotate the [RF PWR] control clockwise past the 12 
o'clock position for more than 30 W of output power 
(30%). 

© Read the SWR on the SWR meter. 

@ Push [TRANSMIT] or release [PTT] to receive. 


% The built-in antenna tuner matches the transmitter to 
Y the antenna only when the SWR is less than 3:1*. 
Y,*2.5:1 in the 50 MHz frequency band. 


SS 


© Plot measurement 


Plot measurement allows you to measure the SWR 
over an entire band. 


@ Push [MENU] to display the “M2” screen (Menu 2), 
then push [SWR](F-3). 
¢ The SWR graph screen appears. 

(2) Rotate the [RF PWR] control clockwise past the 12 
o'clock position for more than 30 W of output power 
(30%). 

(3) Set the center frequency for the SWR to be mea- 
sured. 

@) Hold down [F-5] for 1 second one or more times 
to set the SWR measuring step to 10, 50, 100 or 
500 kHz. 

(6) Push [F-3] one or more times to select the number 
of measuring steps to 3, 5, 7, 9, 11 or 13. 

© Push [F-1] to start the measuring. 

@ Push [TRANSMIT] on the transceiver, or hold down 
[PTT] on the microphone to transmit, to measure 
the SWR. 
eA frequency marker, “A,” appears below the SWR 

graph. 

Push [TRANSMIT] again or release [PTT] to move 
the frequency marker and frequency indication to 
the next frequency to be measured. 

(9) Repeat steps @ and ©) to measure the SWR over 
the entire frequency range. 

(0 When the measured SWR is less than 1.5:1, the 
antenna is well matched with the transceiver in the 
measured frequency range. 
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Select number of SWR measuring steps 
Select SWR measuring step 


¢ Measuring (after pushing [F-1]) 


A frequency marker appears and moves 
after measurement. 

When measurement points are set out- 
side of the operatable frequency band, 
the frequency marker blinks. 


Typical display SWR varying between 1 and 2, 
full scale up to SWR 4.0:1. 
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7 MEMORY OPERATION 


@ General description 


The transceiver has 101 Memory channels (99 regular, 
and 2 scan edges). The Memory mode is very useful 
to quickly change to often-used frequencies. 


While in the memory mode, all 101 Memory channels 
are tunable, which means the programmed frequency 
can be tuned temporarily with [DIAL]. 


Memory Channels 


Descriptions 


1-99 


Regular Memory channels with Split frequency capability. 


P1, P2 


Program Scan Edge Memory channels with only Simplex capability. 
Stores the scan edge frequencies for the programmed scan. 


© Memory channel contents 


The following information can be programmed into 
Memory channels: 


¢ Operating frequency (p. 26) 

¢ Operating mode (p. 31) 

¢ IF filter number (p. 57) 

¢ Split data (p. 66) 

* Memory name (p. 73) 

¢ Repeater tone encoder (p. 51), or tone squelch ON/ 
OFF (p. 50) 

¢ Repeater tone frequency (p. 52) or tone squelch fre- 
quency (p. 50) 


@ Memory channel selection 


© Selection in the VFO mode 


@ Push [VFO/MEMO}] to select the VFO mode. 
(2) Push [A] or [W] to select a Memory channel num- 
ber. 
¢ All Memory channels, including blank channels, can be 
selected. 
¢ “CBLANK)” appears when no information has been pro- 
grammed into the Memory channel. (Blank channel) 
(3) Push [VFO/MEMO}] to select the Memory mode. 
¢ “MEMO” and contents of the Memory channel appear. 


© Selection in the Memory mode 


@ Push [VFO/MEMO}] to select the Memory mode. 
(2) Push [A] or [W] to select a Memory channel. 
¢ All Memory channels, including blank channels, can be 
selected. 
¢ “(BLANK)” appears when no information has been pro- 
grammed into the Memory channel. (Blank channel) 
¢ Memory channels can also be selected using the micro- 
phone [UP]/[DN] keys. In such case, the blank channels 
are skipped. 


NOTE: 

Memory data can be erased by static electricity, elec- 
tric transients, etc. In addition, they can be erased by 
malfunction and during repairs. Therefore, we recom- 
mend that memory data be backed up. 


[Vv] [4] 


[VFO/MEMO] 


Appears if the selected Memory 
channel has no information. 
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While in the VFO mode 
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While in the Memory mode 


M@ Memory channel programming 


Memory channels can be programmed in either the 
VFO mode or the Memory mode. 


© Programming in the VFO mode 


@ Push [VFO/MEMO}] to select the VFO mode. 
(2) Set the frequency, operating mode, and other data 
into both VFO A and VFO B. 
(3) Push [A] or [W] to select a Memory channel num- 
ber to be programmed. 
¢ “CBLANK)” appears if the selected Memory channel is a 
blank channel. 
@ Hold down [MW] for 1 second to program the con- 
tents into the Memory channel. 
¢ Three beeps sound when the memory programming is 
complete. 


© Programming in the Memory mode 


@ Push [VFO/MEMO}] to select the Memory mode. 
(2) Push [A] or [W] to select a Memory channel to be 
programmed. 
¢ The contents of the Memory channel appear in the dis- 
play. 
¢ “CBLANK)” appears if the selected Memory channel is a 
blank channel. 
@) Enter the frequency, operating mode, and other 
data into the Memory channel. 
@ Hold down [MW] for 1 second to program the con- 
tents into the Memory channel. 
¢ Three beeps sound when the memory programming is 
complete. 
GY NOTE: If you perform the above operations in a pre- 
programmed channel, the previous channel data will 
b 


be overwritten. 


WVQv 


MEMORY OPERATION 


[Y¥] [4] [VFO/MEMO] [MW] 


© 


A 
© 


) 


( 


[EXAMPLE]: 
Programming 7.088 MHz/LSB into the Mem- 
ory channel 12 while in the VFO mode. 
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[EXAMPLE]: 
Programming 21.280 MHz/USB into Memory 
channel 18 while in the Memory mode. 
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7 MEMORY OPERATION 


M@ Memory clearing 


Any no-longer-used regular Memory channel can be 
cleared, and then become a blank channel. 


@ Push [VFO/MEMO}] to select the Memory mode. 
(2) Push [A] or [VW] to select a regular Memory channel 
to be cleared. 
(3) Hold down [M-CLR] for 1 second to clear the con- 
tents. 
¢ The programmed contents disappear. 
¢ “CBLANK)” appears. 
¢ Three beeps sound when the memory clearing is com- 
plete. 
@ To clear other Memory channels, repeat steps @) 


and @). 
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mM Memory contents copying 


The Memory channel contents (frequency, operating 
mode, etc.) can be copied to the VFO. 

The copy can be performed in either the VFO mode or 
the Memory mode. 


© Copying in the VFO mode 


This is useful for copying programmed contents to 
a displayed VFO. 


@ Push [VFO/MEMO}] to select the VFO mode. 

(2) Push [A] or [W] to select a Memory channel num- 
ber to be copied. 
¢ “(BLANK)” appears if the selected Memory channel is a 

blank channel. In this case, nothing can be copied. 

(3) Hold down [VFO/MEMO] for 1 second to copy the 
Memory channel contents into the VFO. 
¢ Three beeps sound when the copy is complete. 


© Copying in the Memory mode 


This is useful for copying the Memory channel con- 
tents while operating in the Memory mode. 

Y When you have changed the displayed frequency, 
operating mode, etc. in the selected Memory chan- 
nel: 

Displayed data is copied. 

Programmed contents in the Memory channel are 
not copied, but remain in only the Memory chan- 
nel. 


WMQQAAAN 


@ Push [VFO/MEMO} to select the Memory mode. 

(2) Push [A] or [W] to select a Memory channel to be 
copied. 
¢ “(BLANK)” appears if the selected Memory channel is a 

blank channel. In this case, select another channel. 

¢ Set the frequency or operating mode if required. 

(3) Hold down [VFO/MEMO] for 1 second to copy the 
Memory channel contents into the VFO. 
¢ Three beeps sound when the copy is complete. 

(4) Push [VFO/MEMO}] to select the VFO mode. 
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The Memory channel contents are copied 


While in the Memory mode 
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The Memory channel contents are copied 
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7 MEMORY OPERATION 


m@ Memory name programming 


All Memory channels, including scan edges channels, 
can be assigned an alphanumeric names of up to nine 
characters each. 


[EXAMPLE]: Programming a memory name into 
Memory channel 99. 


@ Push [VFO/MEMO}] to select the Memory mode. 
(2) Push [A] or [W] to select Memory channel 99. 
(3) Push [MENU] one or more times to display the “M2” 

screen (Menu 2). 

(4) Push [MEMI](F-2) to display the “MEM” screen 

(Memory Menu). 

(©) Push [EDT](F-1) to display the “EDT” screen (Mem- 
ory Name Edit). 

¢ A cursor appears and blinks. 

¢ lf the channel you select is a blank channel, an error 
beep sounds. 

© Push [F-1] one or more times to select the desired 
character type. 

¢ See the “Character table list” below. 

@) Rotate [DIAL] to select the first character to input. 

¢ When inputting numbers and a decimal point, push the 
appropriate keypad key. 

¢ Push [DEL](F-4) to delete the selected character. 

¢ Push [SPC](F-5) to input a space. 

e An error beep sounds if you try to program more than 
nine characters. If you want to reprogram the name, 
push [4](F-2) or [>](F-3) to select any undesired char- 
acter, then push [DEL](F-4) to delete it. 

Push [](F-2) to move the cursor backward, or push 

[>](F-3) to move the cursor forward. 

(9) Repeat steps © to (8) to program a memory name 
of up to 9 characters. 
Push [MENU] to save the name, and return to the 

“MEM” screen. 

di) Push [MENU] again to return to the “M2” screen. 


Character table list 


Character Selectable characters 
type 
ABC Ato Z 
abc atoz 
LHS WANP" AG —#/., 25H 
Abe ie +-#/.,:5=<>()[]{} 
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[F-1] [DEL][SPC] [DIAL] 


[EXAMPLE]: Programming “DX spot” into Memory 
channel 99. 


Character type Cursor 


ET Dx spor 


abc < a 


DEL SPC | 
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Input a space 

Delete a character 
Move cursor forwards 
Move cursor backwards 
Select character type 


@ Memo Pad function 


The transceiver has a Memo Pad function to store 
the displayed data for easy writing and recalling. The 
memo pads are separate from the Memory channels. 
The default number of memo pads is 5. However, you 
can increase the number to 10 in the “Memopad Num- 
bers” item of the Set mode, if desired. (p. 87) 


© Writing the displayed data into a memo pad 


You can store the displayed data by pushing [MP-W]. 
When you store the 6th data into memo pads, the old- 
est stored entry is automatically erased, to make room 
for the new data. 
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In this example, 21.347 MHz (USB) will be 
erased when 21.280 MHz (LSB) is written. 


© Calling up a memo pad 


You can call up a memo pad by pushing [MP-R] while 

in either the VFO or Memory mode. 

¢ The memo pad data is called up, starting from the most 
recently written. 
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Memo pads are convenient when you want to memo- 
rize the displayed data temporarily, such as when you 
find a DX station in a pile-up, or when a desired station 
is busy for a long time and you want to temporarily 
search for other stations. 

Use the transceiver’s memo pads instead of relying on 
hastily scribbled notes that are easily misplaced. 


% NOTE: Each memo pad must have its own unique 
Y set of data; memo pads having identical data cannot 
Z be written. 


SS 


Memo pads 


Newest 


Oldest 


Y Erased 


When you call up a memo pad, the previously dis- 

played data is automatically stored in a temporary 

pad. The temporary pad can be recalled by pushing 

[MP-R]. 

¢ You may think there are 6 memo pads because 6 different 
frequencies (5 in memo pads and 1 in the temporary pad) 
are called up by [MP-R]. 


Y If you change the data called up from a memo pad, 
Ga. stored temporary pad data is replaced with the 
Y, changed data. 
Memo pads 
Newest 
: 
uh. ! 
Oldest 
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8 SCANS 


@ Scan types 


Scanning automatically searches for signals and 
makes it easier to locate new stations for contact or 
listening purposes. The IC-7410 has several scan 
types; Programmed scan, Memory scan, AF (Delta 
Frequency) scan, and Select Memory scan. 


PROGRAMMED SCAN (p. 78) 

Repeatedly scans between scan edges (Program 
Scan Edge channels P1 and P2). 

This scan operates in the VFO mode. 


Scan edge 
P2 or P1 


Scan edge 
P1 or P2 


ne ae ee Le ee 


MEMORY SCAN (p. 79) 

Repeatedly scans all programmed Memory chan- 
nels. 

This scan operates in the memory mode. 


SEL 
(Mh 1) SEL SEL 


SEL 


AF SCAN (p. 81) 

Repeatedly scans within the AF span area. 

This scan operates in both VFO and memory 
modes. 


Center frequency 


(Start frequency) 
—AF frequency 7 +AF frequency 
Ww Scan ue? 
“Jump 


SELECT MEMORY SCAN (p. 80) 
Repeatedly scans all Select Memory channels. 
This scan operates in the memory mode. 


SEL BLANK 


@ Preparation 


For a Programmed scan: 

Program scan edge frequencies into Program Scan 
Edge channels “P1” and “P2,” in the same manner as 
programming Memory channels (p. 70) 


For a Memory scan: 
Program two or more Memory channels. (Program 
Scan Edge channels will not be scanned.) (p. 70) 


For a Select Memory scan: 
Set two or more Memory channels as Select Memory 
channels. (p. 80) 


For a AF scan: 
Set the AF span (AF scan range) in the “SCAN” 
screen. (p. 81) 


¢ Scan Resume function 

You can select the scan to resume or cancel, after 
detecting a signal, in the Scan Set mode. The Scan 
Resume function must be set before starting a scan. 


(p. 77) 


e Scan speed 
The scan speed can be set to high or low, in the Scan 
Set mode. (p. 77) 


Hi Voice Squelch Control function 


(Mode: SSB/AM/FM) 

This function is useful when you do not want unmodu- 
lated signals pausing or cancelling a scan. When the 
Voice Squelch Control (VSC) function is ON, the re- 
ceiver checks received signals for voice components. 
The scan pauses, or is cancelled, if a received signal 
includes voice components, and the tone of the voice 
components changes within 1 second. 

The scan resumes if the received signal includes no 
voice components, or the tone of the voice compo- 
nents does not change within 1 second. 


@ Push [SSB] or [AM/FM] once or twice to select the 
operating mode. 
(2) Push [MENU] to display the “M2” screen (Menu 2). 
(3) Push [VSC](F-5) to turn the VSC function ON or 
OFF. 
¢ “QS appears when the VSC function is ON. 
¢ Push [MENU] to return to the previous display. 
Ge The VSC function is available for phone modes 
(SSB, AM and FM). 
¢ The VSC function resumes the scan on unmodu- 
lated signals, regardless of whether the Scan Re- 
sume function is set to ON or OFF. 


WAAR 


scans 8 


¢ Squelch status 

O The scan starts with the squelch open 

For a programmed scan: 

When the tuning step is 1 kHz or less: 

The scan continues until it is stopped manually— it 

does not pause”, even if signals are detected. 

* The scan is paused when the squelch is closed and then 
opens. The scan resumes, or is cancelled, depending on 
the “Scan Resume?” setting. (p. 77) 


When the tuning step is 5 kHz or more: 

If Scan Resume is ON, the scan pauses when a signal 
is detected, then resumes. 

If the Scan Resume is OFF, the scan does not re- 
sume. 


For a Memory scan: 

If Scan Resume is ON, the scan pauses on each chan- 
nel when a signal is detected, then resumes. 

If Scan Resume is OFF, the scan does not start. 


O The scan starts with squelch closed 

The scan pauses when signals are detected. The scan 
resumes, or is cancelled, depending on the “Scan Re- 
sume” setting. (p. 77) 


[SSB] [VSC] 


[MENU] [AM/FM] 
Appears 
ANT? USB 
aa, =a, ay a / 
wo @nereererert 
@ 6 CEL, Los 
g 10003005 v00700e9 00420-0440 6. +60 VFOA ’ 
PO seseeegQeceeree BQ eee eee 8 9100% Wcla 
atc ] 
Suid ati gi oeecey eS bo 
P.AMP AGC FILTER v 
a oO VSC 
IM 2] “1 
SCAN MEM SWR TCON VSC 
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8 SCANS 


m@ Scan Set mode 


The scan speed and the Scan Resume function can 
be set in the Scan Set mode. 


@ Push [MENU] one or more times to display the “M2” 
screen (Menu 2). 

(2) Push [SCAN](F-1) to display the “SCAN” screen. 

(3) Push [SET](F-5) to enter the Scan Set mode. 

@) Push [A](F-1) or [W](F-2) to select the desired 
item. 

(5) Rotate [DIAL] to select the desired option. 
¢ Hold down [F-3] for 1 second to reset to the default set- 

ting. 

(©) Push [MENU] to save, and return to the “SCAN” 
screen. 

@) Push [MENU] again to return to the “M2” screen. 


1. SCAN Speed (Default: HIGH) 


Select the desired scan speed between high and low. 


¢ HIGH : The scan is faster. 
¢ LOW _ : The scan is slower. 


2. SCAN Resume (Default: ON) 
Set the Scan Resume function ON or OFF. 


¢ ON : When a signal is detected, the scan pauses for 
10 seconds, then resumes. When a signal dis- 
appears, the scan resumes 2 seconds later. 

¢ OFF: When a signal is detected, the scan is can- 
celled. 


[SCAN)[4] [¥] [SET] 


[MENU] _ [F-3] 
—__Li_ 
SCAN MEM SWR TCON VSC 
SCAN AF: +10k 
PRO AF FIN SPAN SET 


SCAN Speed 
a 1v HIGH 


SCAN Resume 
ao 2 Vv ON 


SCANS 


m@ Programmed scan/Fine programmed scan (VFO mode) 


A programmed scan searches for signals between 
Program Scan Edge channels “P1” and “P2.” 

Before starting the programmed scan, scan edges 
must be programmed into these channels. 

Refer to “Ml Memory Channel programming” to pro- 
gram Program Scan Edge channels. (p. 70) 


If the same frequencies are programmed into the 
Program Scan Edge channels, the programmed 
scan will not start. 


”°0,'9s 


@ Push [VFO/MEMO}] to select the VFO mode. 
(@ Push a mode switch to select the desired operating 
mode (p. ). 
¢ The operating mode can also be changed while scan- 
ning. 
(3) Push [TS] one or more times to select a tuning step. 
(p. 27) 
¢ The tuning step can also be changed while scanning. 
@ Push [MENU] once or twice to display the “M2” 
screen (Menu 2). 
(5) Push [SCAN](F-1) to display the “SCAN” screen. 
©)Rotate the [RF/SQL] control to set the squelch to 
open or closed. 
¢ The scan performance differs, depending on the squelch 
setting when the scan was started. See page 76 for de- 
tails. 
¢ If the [RF/SQL] control function is set to “AUTO,” the 
squelch is always open in the SSB, CW and RTTY 
modes. (pp. 2, 32, 86) 
@) Push [PRO](F-1) to start or cancel the programmed 
scan. 
¢ The MHz and kHz decimal points, and “PROG SCAN” 
blink while scanning. 
e Rotating [DIAL] also cancels the scan. 


© About the Fine programmed scan 


When a signal is received during Fine programmed 
scan, the scanning tuning step is temporarily set to 
10 Hz and the scan speed decreases. 


@ Start the programmed scan. 

* Follow steps @) through @ as described above. 

@ While scanning, push [FIN](F-3) to switch the scan 
function between a programmed scan and a Fine 
programmed scan. 
¢ “F-PROG SCAN” blinks while Fine programmed scan- 

ning. 

(3) Push [PRO](F-1) to cancel the scan. 
¢ Rotating [DIAL] also cancels the scan. 


[SCANJ/[PRO] 


[VFO/MEMO] [TS] 


SCAN AF: +=10k 
PRO AF FIN SPAN SET 
Y 
ANT? USB 
—, 
mo Mat bbe) crt 
© 6. Eg, 
g 160sBe0ev0e7Zo0e9 e220 +0+40 0.460 veon ny 
pgctieseoy eens Gaaee fou 
Atc[ J 
ian qetehantyeituieg casanieonsctes 68 
amp AGC FILTER 
a iy] 
PROG SCAN 
PRO AF FAN SPAN SET 


While Programmed scanning 


SION] PROG SCAN 
PRO AF FIN SPAN SET 


or 


Sie F-PROG SCAN 
PRO Ar FIN SPAN SET 


While Fine programmed scanning 
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8 SCANS 


™@ Memory scan (Memory mode) 


© Memory scan 


A Memory scan searches for signals through Memory 
channels 1 to 99. 
Blank (unprogrammed) channels are skipped. 


GY NOTE: To start a Memory scan, two or more Mem- 
@ ory channels must be programmed. (p. 70) 


@ Push [VFO/MEMO}] to select the Memory mode. 
(2) Push [MENU] to display the “M2” screen (Menu 2). 
(3) Push [SCAN](F-1) to display the “SCAN” screen. 
(4)Rotate the [RF/SQL] control to set the squelch to 
open or closed. 
¢ The scan performance differs, depending on the squelch 
setting when the scan was started. See page 76 for de- 
tails. 
¢ If the [RF/SQL] control function is set to “AUTO,” the 
squelch is always open in the SSB, CW and RTTY 
modes. (pp. 2, 32, 86) 
(5) Push [MEM](F-1) to start or cancel the Memory 
scan. 
¢ The MHz and kHz decimal points, and “MEMO SCAN” 
blink while scanning. 
¢ Rotating [DIAL] also cancels the scan. 


[SCAN]/[MEM] [VFO/MEMO] 


ocscoce 


ox Renee =]=1— 1 =e) 
— roe 


[RF/SQL] [MENU] 


SCAN AF: a 


| San AF SEL SPAN SET 


| 


| Sean MEMO SCAN | 


MEM AF SEL * SPAN SET 


While Memory scanning 


© Select Memory scan 


Select Memory scan searches for signals through 
Memory channels programmed as “Sel” (Select). 


NOTE: To start a Select Memory scan, two or more 
Memory channels must be designated as Select 
% Memory channels. 


WV 


@® Start a Memory scan. 

* Follow steps © through © on the previous page. 

(2) While scanning, push [SEL](F-3) to switch the scan 
function between a Memory scan and a Select 
Memory scan. 

e “SEL-MEMO SCAN” blinks while Select Memory scan- 
ning. 

(3) Push [MEM](F-1) to cancel the scan. 
¢ Rotating [DIAL] also cancels the scan. 


© Setting/Cancelling Select Memory channels 


All Memory channels can be set as Select Memory 
channels, except for the Scan Edge channels. 


=» When the “SCAN” screen is displayed, push [SEL] 

(F-3), or when the “MEM” screen (Memory Menu) 

is displayed, push [SEL](F-5) to set or cancel the 

displayed Memory channel as a Select Memory 

channel. 

¢ “SEL” appears when the channel is set as a Select 
Memory channel. 

e An error beep sounds when the displayed Memory 
channel is a blank channel. 

¢ Holding down [SEL](F-3) or [SEL](F-5) for 1 second dis- 
plays “SEL ALL Clear?.” Hold down [YES](F-4) to clear 
all Select Memory channel settings. 


SCANS 


Sor MEMO SCAN 
MEM AF SEL * SPAN SET 


fo y 


SCAN ae MEMO SCAN 
MEM SEL \‘ SPAN* SET 


While Select Memory scanning 


Appears 
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SCAN AF: +=10k 
MEM AF SEL SPAN SET 
“SCAN” screen 
MEM 14.19500 USB 
EDT ( ) SEL 


“MEM” screen (Memory Menu) 
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8 SCANS 


@ AF scan and Fine AF scan 


AF (Delta Frequency) scan searches for signals within 
the specified range with the displayed VFO frequency 
or Memory channel frequency as the center frequency. 
The frequency range is specified by the width of the 
selected span. 


@ Push [VFO/MEMO] once or twice to select the VFO 
mode or Memory mode. 
(@ Push [MENU] one or more times to display the “M2” 
screen (Menu 2). 
(3) Push [SCAN](F-1) to display the “SCAN” screen. 
(4)Rotate the [RF/SQL] control to set the squelch to 
open or closed. 
¢ The scan performance differs, depending on the squelch 
setting when the scan was started. See page 76 for de- 
tails. 
¢ If the [RF/SQL] control function is set to “AUTO,” the 
squelch is always open in the SSB, CW and RTTY 
modes. (pp. 2, 32, 86) 
(5) Push [SPAN](F-4) one or more times to select the 
desired AF span width. 
e+5 kHz, +10 kHz, +20 kHz, +50 kHz, +100 kHz, 
+500 kHz and +1 MHz are selectable. 
©) Set the center frequency of the AF scan. 
¢ In the VFO mode, push the keypad or rotate [DIAL] to 
set the center frequency. 
¢ In the memory mode, push [A] or [VW] to select the de- 
sired Memory channel whose frequency will be the cen- 
ter frequency. 
@ Push [AF](F-2) to start or cancel the AF scan. 
e “AF SCAN,” the MHz and kHz decimal points blink while 
scanning. 
¢ Rotating [DIAL] also cancels the scan. 


© About the Fine JF scan 


When a signal is received during Fine AF scan, the 
scanning tuning step is temporarily set to 10 Hz and 
the scan speed decreases. 


@ Start a AF scan. 
* Follow steps @ through @ as described above. 
@ While scanning, push [FIN](F-3) to switch the scan 
function between AF scan and Fine AF scan. 
¢ “F-AF SCAN” blinks while Fine AF scanning. 
(3) Push [AF](F-2) to cancel the scan. 
¢ Rotating [DIAL] also cancels the scan. 


[SCAN] [Vv] [4] 


[MENU] [4F] [SPAN] [DIAL] 
SCAN AF: +10k 
MEM AP SEL SPAN SET 


Keypad [VFO/MEMO] 


} 


| SCAN AF: +20kK 
MEM APF SEL SPAN SET 
Lez | 
am ne amt) oo 
@ 66. IGAAE 


5 le0eBeee5eee72+-9-.+20..+40..+60 


PO seseeegQeressee SQ rerereees 
Atc[ ] 


P.AMP AGC FILTER 
a o a 


Sie) AF SCAN +20kK 
MEM AF SEL SPAN SET 


While AF scanning 


So] AF SCAN +20kK 
MEM AF FRN SPAN SET 


a 


Sie) F-AF SCAN +20kK 
MEM AF FIN SPAN SET 


While Fine AF scanning 
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@ Antenna connection and selection 


The IC-7410 has 2 antenna connectors for the HF/50 
MHz bands, [ANT1] and [ANT2]. 

You can memorize the antenna for each operating 
band the IC-7410 covers. 

When you change the operating band, the previously 
set antenna connector for that band is automatically 
selected. (See below) 

This function is especially convenient when you use 2 
antennas for HF and 50 MHz band operation. 


To use the band memory, set the “[ANT] Switch” item 
to “Auto” in the Set mode. (p. 87) 


[ANT*METER] 


e Antenna selection mode: “Auto” (default) 

Once an antenna has been selected for use with a 
band by pushing [ANTeMETER], the antenna is auto- 
matically selected whenever that band is accessed. 


[EXAMPLE]: a 3.5/7 MHz antenna is connected to 
[ANT1], a 21/28/50 MHz antenna is connected to 
[ANT2]. When the antenna selector function is set to 
“Auto,” the correct antenna is automatically selected 
when you changes bands. 


e Antenna selection mode: “Manual” 
[ANTeMETER] functions, however, the band memory 
function is disabled. In this case, you must select an 
antenna manually. 


[EXAMPLE]: an optional antenna tuner and HF an- 
tenna are connected to [ANT1] and a 50 MHz an- 
tenna is connected to [ANT2]. 


e Antenna selection mode: “OFF” 

[ANTeMETER] does not function. The [ANT1] con- 
nector is always selected for HF and 50 MHz bands 
operation. 


3.5/7 MHz 21/28/50 MHz 


bands bands 


[ANT1] [ANT2] 


=P eT 


O00000 CO0000000000 


QO@e2E 


= eri 


O0000 OOODO00000000 


Qp@eHe 
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9 ANTENNA TUNER OPERATION 


@ Antenna tuner operation 


The internal automatic antenna tuner automatically 
matches the transceiver to the selected antenna. After 
the tuner matches an antenna, the variable capacitor 
settings are memorized as a preset point for each fre- 
quency range (100 kHz steps). Therefore, when you 
change the frequency range, the variable capacitors 
are automatically preset to the memorized setting. 


Y CAUTION: NEVER transmit with the tuner ON when 
GZ no antenna is connected. This will damage the 
Y transceiver. Be careful of the antenna selection. 


XS 


V For your convenience 

When you purchase a brand-new antenna, or you 
want to change the antenna settings, you can erase 
all of the internal antenna tuner preset points with 
“Tuner Preset Clear” in the Set mode. (p. 87) 


© Tuner operation 


Push [TUNER] to turn ON the internal antenna 
tuner. The antenna is automatically tuned when the 
antenna SWR is higher than 1.5:1. 
¢ When the tuner is ON, “CTUNE)’ appears. 


© Manual tuning 


If you transmit in SSB with a soft voice, the internal 
tuner may not automatically tune correctly. In such 
case, manual tuning is helpful. 


= Hold down [TUNER] for 1 second to start manual 
tuning. 
¢ A sidetone sounds, “(TUNE)” blinks and the TX indicator 
lights red while tuning. 
¢ If the tuner cannot reduce the SWR to less than 1.5:1 
within 20 seconds of tuning, “GFUNE)” disappears and 
the TX indicator goes out. 


NOTES: 

¢ NEVER transmit without an antenna properly con- 
nected to each antenna port in use. 

e When 2 antennas are connected, select the an- 
tenna to be used, by pushing [ANT*eMETER]. 

¢ If the SWR is higher than about 1.5:1 when tun- 
ing farther than 100 kHz from an antenna’s pro- 
grammed preset point, hold down [TUNER] for 
1 second to start manual tuning. 

¢ The internal tuner may not be able to tune in the 
AM mode. In such case, hold down [TUNER] for 
1 second to manually tune. 


[TUNER] 


O If the tuner cannot tune the antenna, check the 
following and try again: 

¢ the correct antenna connector selection. 

¢ the antenna connection and feedline. 

* the untuned antenna SWR. (Less than 3:1 for the 
HF bands; Less than 2.5:1 for the 50 MHz bana) 

¢ the transmit power. (8 W for the HF bands; 15 W for 
the 50 MHz band) 

¢ the power source voltage/current capacity. 


If the tuner still cannot reduce the SWR to less than 

1.5:1 after checking the above, perform the following: 

¢ try manual tuning one or more times. 

* adjust the antenna feedline length. (This is effective 
for higher frequencies in some cases.) 


Even if manual tuning does not tune the antenna and 
the tuner turns OFF the first time, it may tune the an- 
tenna the second time. 


O Tuning a narrow bandwidth antenna 

Some antennas, especially for the low bands, have 
a narrow bandwidth. These antennas may not be 
tuned beyond the edge of their operating bandwidth, 
therefore, manually tune such an antenna as follows: 


[Example]: Suppose you have an antenna which has 
an SWR of 1.5:1 at 3.55 MHz and an 
SWR of 3:1 at 3.8 MHz. 


@ Select 3.55 MHz and hold down [TUNER] for 1 
second. to start manual tuning. 

@ Select 3.80 MHz and hold down [TUNER] for 1 
second to start manual tuning. 
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¢ Automatic tuner start (HF bands only) 

If you want to deactivate the tuner when the VSWR 

is 1.5:1 or less, use the Auto Tuner Start function 

and turn OFF the tuner. This function activates the 

tuner automatically when the SWR is high, and is 

controlled in the Set mode. (p. 86). 

¢ The tuner may not be activated if the TX power output 
is not stable longer than the specified time period in the 
SSB or CW mode operation. 


¢ PTT tuner start 

Tuning of the internal*/external antenna tuner starts 
when [PTT] is pushed on a new frequency that is 
more than 1% away from the last-tuned frequency. 
This function removes the “holding down [TUNER]” 
operation, and starts tuning on the first transmission 
on a new frequency. 

This function is turned ON in the Set mode. (p. 87). 


“Tuning starts if the internal antenna tuner is ON. 


@ Optional external tuner operation 


¢ AH-4 HF/50 MHz AUTOMATIC ANTENNA TUNER 

The optional AH-4 matches the IC-7410 to a long 

wire antenna more than 7 m/23 ft long (3.5 MHz and 

above). 

¢ See page 18 for the transceiver and AH-4 connec- 
tion. 

¢ See the AH-4 instruction manual for AH-4 installation 
and antenna connection details. 


AH-4 setting example: 


For mobile operation 
~— Optional AH-2b 
antenna element 


! 


== Ox 


For outdoor operation 


Long wire =~ 
ae 
~ 


Z\ DANGER: HIGH VOLTAGE! 
NEVER touch the antenna element while tuning 
4 or transmitting. 


MSS 


CAUTION: NEVER operate the AH-4 without an 
antenna wire or element. The tuner and transceiver will 
be damaged. 


NEVER operate the AH-4 when it is not grounded. 


Transmitting before tuning may damage the trans- 
ceiver. Note that the AH-4 cannot tune when using a 
' i long wire or multiple of the operating frequency. 


YWhen connecting the AH-4, the antenna connector 
assignments are [ANT2] for the internal tuner and 
[ANT 1] for the AH-4. The antenna icon in the LCD 
displays “ANT” when the AH-4 is connected and se- 
lected. 


WMQAA 


¢ AH-4 operation 

Tuning is required for each frequency. Be sure to re- 
tune the antenna before transmitting when you change 
the frequency— even slightly. 


@ Select the desired frequency for use with the AH-4. 
¢ The AH-4 will not operate on frequencies outside 
the ham bands. 
(2) Hold down [TUNER] for 1 second. 
° “@UNE)’ blinks while tuning. 
(3) “@UNE)” appears constantly when tuning is com- 
lete. 
aren the wire antenna cannot be tuned, “(TUNE)’ disap- 
pears and the AH-4 is bypassed. At that point the an- 
tenna wire connection root is to the transceiver directly, 
and not via the AH-4 antenna tuner. 
@ To bypass the AH-4 manually, push [TUNER]. 


[TUNER] 


e Antenna tuner of the IC-PW1/EURO 

When using an external antenna tuner such as that 
in the IC-PW1/EURO, tune when the internal tuner is 
turned OFF. After the antenna has been matched, turn 
ON the internal tuner. 

Otherwise, both tuners simultaneously tune, and 
proper antenna matching may fail. 

See the instruction manual included with each antenna 
tuner for their respective operations. 
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1 0 SET MODE 


M@ Set mode description 


The Set mode is used for programming infrequently 
changed values or functions. 


© The Set mode settings 


@ Hold down [MENU] for 1 second to enter the Set 
mode. 

(2) Push [A](F-1) or [W](F-2) to select the desired 
item. 

(3) Rotate [DIAL] to select the desired option. 
¢ Hold down [F-3] for 1 second to reset to the default set- 

ting, if desired. 
(4) Push [MENU] to save, and exit the Set mode. 


1. LCD Contrast (Default: 50%) 


Displays the Set mode 


item name and number Displays the option 


[ F2}] [{ F3 | 


Select the item Reset to the default 
setting 


5. Beep (Default: ON) 


Adjust the LCD contrast to between 0% and 100% in 
1% steps. 


2. LCD Backlight (Default: 50%) 


Adjust the LCD backlight brightness to between 0% 
and 100% in 1% steps. 


Y NOTE: Regardless of this setting, the LCD backlight 
brightness is maximum (100%) at power ON by de- 
sign. (It is not an equipment malfunction.) Then, the 
brightness level automatically returns to the ad- 
Yj \usted value. 


SSS 


3. Beep Level (Default: 50%) 


Adjust the confirmation and band edge beep tones 
output level to between 0% and 100% in 1% steps. 


4. Beep Level Limit (Default: ON) 


Turn the confirmation and band edge beep tones out- 
put level limiting ON or OFF. 


When you set this item to ON, the beep tones are ad- 
justed by the [AF] control until rotating the [AF] control 
reaches to the specified level. Further rotation will not 
increase the volume of the beep tones. 


* OFF : Beep level adjustment is not limited. 
¢ON : Beep level adjustment is limited with the [AF] 
control. 


Turn the confirmation beep ON or OFF. 
Set the beep output level in the “Beep Level” item, as 
described to the left. 


¢ OFF : The confirmation beep is OFF. (Silent opera- 
tion) 

: The confirmation beep sounds each time a 
switch is pushed. 


° ON 


6. Band Edge Beep (Default: ON(Default)) 


When you tune into or out of an amateur band’s fre- 
quency range, you can hear a beep tone. 

If you select “ON (User)” or “ON (User) & TX,” you can 
program a total of 30 band edge frequencies in the 
“User band Edge’ item. 


You can set the beep output level in the “Beep Level” 
item as described to the left. 


° OFF 
¢ ON (Default) 


: Band edge beep is OFF 

: When you tune into or out of the 
default amateur band’s frequency 
range, a beep sounds. 

: When you tune into or out of a user 
programmed amateur band’s fre- 
quency range, a beep sounds. 

¢ ON (User) & TX : When you tune into or out of a user 

programmed amateur band’s fre- 

quency range, a beep sounds. 

In addition, transmission is inhibited 

outside the programmed range. 


¢ ON (User) 


7. User Band Edge 


SETMODE 10 


12. Quick SPLIT (Default: ON) 


This “User Band Edge” item appears only when “ON 
(User)” or “User (ON) & TX” is selected in the “Band 
Edge Beep” item. (p. 85) 


When you select “ON (User)” or “ON (User) & TX” in 
the “Band Edge Beep” item, you can program a total 
of 30 band edge frequencies in this item. See page 30 
for programming details. 


8. Beep Sound (Default: 1000Hz) 


Set a desired beep frequency for key operation to be- 
tween 500 Hz and 2000 Hz in 10 Hz steps. 


You can set the beep output level in the “Beep Level” 
item. (p. 85) 


9. RF/SQL Control 
Set the [RF/SQL] control function. 


(Default: RF+SQL) 


e AUTO : [RF/SQL] functions as only an RF 
gain control in SSB, CW and RTTY; a 
squelch control in AM and FM. 

¢ SQL : [RF/SQL] functions as a squelch con- 
trol. 

¢RF+SQL _—: [RF/SQL] functions as an RF gain con- 


trol as well as a noise squelch or an 
S-meter squelch in FM; as an RF gain 
control as well as an S-meter squelch in 
SSB, CW, RTTY and AM. 


10. Meter Peak Hold (Default: ON) 
Turn the Meter Peak Hold function ON or OFF. 


When this function is set to ON, the peak level of a re- 
ceived signal strength or the output power is displayed 
for approximately 0.5 seconds. 


11. TOT (CI-V) (Default: OFF) 


To prevent a prolonged transmission, the transceiver 
has a Time-Out Timer function. 
If a continuous transmission exceeds the set period, 
the transmission will be cut off. 


Set the time period to 3, 5, 10, 20 or 30 minutes, or 
turn OFF the function. 


Y NOTE: This function will be activated only when you 
Y transmit using Cl-V commands, or pushing [TRANS- 
Y MIT] on the transceiver. 


SSS 


Turn the Quick Split function ON or OFF. 


When this item is set to ON, hold down [SPLIT] for 1 
second to shift the transmit frequency from the receive 
frequency, according to the “FM SPLIT Offset HF” or 
“FM SPLIT Offset 50” setting as described below. See 
page 67 for details. 


13. FM SPLIT Offset HF (Default: -0.100MHz) 


Set the offset* to use the Quick Split function in the 
HF bands. 
“The difference between transmit and receive frequencies. 


The frequency offset can be set to between —9.999 
MHz and +9.999 MHz in 1 kHz steps. 


14. FM SPLIT Offset 50 (Default: -0.500MHz) 


Set the offset* to use the Quick Split function in the 50 MHz 
bands. 
“The difference between transmit and receive frequencies. 


The frequency offset can be set to between —9.999 
MHz and +9.999 MHz in 1 kHz steps. 


15. SPLIT LOCK (Default: OFF) 
Turn the Split Lock function ON or OFF. 


When this item is set to ON, you can use [DIAL] to ad- 
just the transmit frequency while holding down [XFC], 
even while the Dial Lock function is ON. 


See pages 66, 67 for split frequency operation de- 
tails. 


16. Tuner (Auto Start) (Default: OFF) 


Turn the Automatic Antenna Tuner function ON or 
OFF. This function is for only the HF bands. 


¢ OFF: The internal antenna tuner remains OFF even 
when the SWR is high. 

¢ON : The internal antenna tuner automatically starts 
tuning when the SWR is high, even if the tuner 
is turned OFF. 
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@ Set mode description (Continued) 


17. Tuner (PTT Start) (Default: OFF) 


20. SPEECH Level (Default: 50%) 


Whenever you push [PTT], the internal or external an- 
tenna tuner automatically starts tuning if the operating 
frequency is changed by more than 1% from the last- 
tuned frequency. 


¢ OFF: Tuning starts only when [TUNER] is pushed. 

¢ON : (Internal antenna tuner) Tuning starts when 
you push [PTT] on a new frequency, if the in- 
ternal antenna tuner is ON. 
(External antenna tuner) Tuning always starts 
when you push [PTT] on a new frequency, re- 
gardless of whether the external antenna tuner 
is ON or OFF. 


18. Tuner Preset Clear 


Select the desired antenna. 
The selected antenna’s preset memory” is cleared by 
holding down [CLR](F-4) for 1 second. 


“The variable capacitor settings are memorized as a 
preset point for each frequency range (100 kHz steps) 
after the tuner matches an antenna. 


¢ CLR ANT1 : The preset memory of [ANT1]’s antenna 
is cleared. 

¢ CLR ANT2 : The preset memory of [ANT2]’s antenna 
is cleared. 


19. [ANT] Switch 


Set the antenna switch function to Auto, Manual or OFF. 
When you change the operating frequency, this func- 
tion will automatically select the correct antenna, or you 
must do it manually. 


(Default: Auto) 


¢ OFF :[ANTeMETER] does not function. The 
[ANT1] connector is always selected. 

e¢ Manual : You must manually change the antenna by 
pushing [ANT*METER]. 

: The antenna memorized by the band mem- 
ory is automatically selected. You can also 
manually change the antenna by pushing 


[ANT*METER]. 


e Auto 


Adjust the speech audio output level to between 0% 
(no output) and 100% (maximum output). 


21. SPEECH Language (Default: English) 


Select English or Japanese as the speech language. 


22. SPEECH Speed (Default: HIGH) 
Select HIGH (faster) or LOW (slower) speech speed. 


23. SPEECH S-Level (Default: ON) 


The signal level announcement with the voice synthe- 
sizer can be turned ON or OFF. 


¢ OFF : The signal level is not announced. Operating 
frequency is announced. 

¢ON : The signal level and the operating frequency 
are announced. 


24.SPEECH [MODE] SW __(Default: OFF) 


Turn the Operating Mode Speech function ON or 
OFF. 

When this function is ON, the selected operating mode 
is verbally announced when a mode switch is pushed. 


¢ OFF : The operating mode Speech function is OFF. 
¢ON : The operating mode Speech function is ON. 


(Default: 5) 


Set the number of available memo pads to 5 or 10. 
See page 74 for details. 


25. Memopad Numbers 


26. MAIN DIAL Auto TS (Default: HIGH) 


Set the Auto Tuning Step function for [DIAL]. When 
rapidly rotating [DIAL], the tuning step automatically 
changes as selected. 


There are two types of auto tuning steps: LOW (Faster) 
and HIGH (Fastest). 


¢ OFF : Auto tuning step is turned OFF. 

¢ LOW : Approximately 2 times faster. 

¢ HIGH : Approximately 5 times faster when the tuning 
step is set to 1 kHz or smaller steps; approxi- 
mately 2 times faster when the tuning step is 
set to 5 kHz or larger steps. 


27. MIC Up/Down Speed (Default: HIGH) 


SETMODE 10 


33. BW Popup (FIL) (Default: ON) 


Set the rate at which frequencies are scanned while 
holding down the microphone [UP]/[DN] switches. 


¢ LOW : Low speed (25 tuning steps/second) 
¢ HIGH : High speed (50 tuning steps/second) 


28. Quick RIT Clear (Default: OFF) 


Turn the IF filter passband width and shift value dis- 
play ON or OFF. 
When this item set to ON, and [FILTER] is pushed, 
the passband width and shifting value appear on the 
function display. 


34. SSB/CW Sync Tuning (Default: OFF) 


Select the RIT/ATX frequency offset clearing opera- 
tion with [CLEAR]. 


¢ OFF : Holding down [CLEAR] for 1 second clears the 
RIT and ATX frequency offset. 

¢ON : Pushing [CLEAR] instantly clears the RIT and 
ATX frequency offset. 


29. [NOTCH] SW (SSB) 
(Default: Auto/Manual) 


Select the Auto, Manual or Auto/Manual notch filter to 
be used for SSB mode operation. 


¢ Auto : Only the Auto notch filter can be used. 

¢ Manual : Only the Manual notch filter can be 
used. 

¢ Auto/Manual: Both the Auto and Manual notch filters 
can be used. 


30. [NOTCH] SW (AM) 
(Default: Auto/Manual) 


Select the Auto, Manual or Auto/Manual notch filter 
used for AM mode operation. 


¢ Auto : Only the Auto notch filter can be used. 

¢ Manual : Only the Manual notch filter can be 
used. 

¢ Auto/Manual: Both the Auto and Manual notch filters 
can be used. 


31. MN-Q Popup (MN ON) (Default: ON) 


Turn the manual notch filter width display ON or OFF. 
When this item set to ON, and the manual notch filter 
is selected with [NOTCH], the manual notch filter width 
appears on the function display. 


32. BW Popup (PBT) (Default: ON) 


Turn the IF filter passband width and shift value dis- 
play ON or OFF. 

When this item set to ON, and the [TWIN PBT] control 
is rotated, the passband width and shifting value ap- 
pear on the function display. 


Turn the Displayed Frequency Shift function ON or 
OFF. 

When this function is turned ON, the audio pitch or 
tones of the received signal will remain the same, even 
when the operating mode is changed between SSB 
and CW. 

The amount of frequency shift may differ, depending 
on the CW pitch setting. 


¢ OFF: The displayed frequency does not shift. 

¢ON : The displayed frequency shifts when the op- 
erating mode is changed between SSB and 
CW. 


35. CW Normal Side (Default: LSB) 


Select the sideband used to receive CW in the CW 
normal mode between LSB and USB. 


36. KEYER 1st Menu (Default: KEYER-Root) 


In the CW mode, select KEYER-Root or KEYER- 
SEND as the menu that appears first after pushing 
[KEY](F-4) in the “M1” screen (Menu 1). 


¢ KEYER-Root : Memory keyer menu appears first. 
e KEYER-SEND: Keyer SEND menu appears first. 


37. External Keypad (Default: OFF) 


Turn the external keypad ON or OFF for keyer mem- 
ory transmission. 


See page 18 for the equivalent circuit of an external 

keypad and connection. 

¢ OFF : The external keypad does not func- 

tion. 

e KEYER SEND : In the CW mode, pushing one of 
external keypad switches transmits 
the desired keyer memory con- 
tents. 
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@ Set mode description (Continued) 


38. USB Audio SQL _ (Default: OFF(OPEN)) 


43. CIl-V Address (Default: 80h) 


Select whether or not to output the audio from the 

[USB] connector on the rear panel, according to the 

squelch state. 

The same audio signals are sent from the [USB] con- 

nector and the [ACC] sockets. 

- The beep tones and the voice synthesizer announce- 
ments are not sent. 

- The received audio output level cannot be adjusted 
with the [AF] control. 

¢ OFF (OPEN) : The received audio is always sent, 
regardless of the squelch state. 

° ON : The received audio is sent when the 

squelch is open. 


39. USB MOD Level (Default: 50%) 


Set the input modulation level of the [USB] connector 
to between 0% and 100% in 1% steps. 


40. DATA OFF MOD (Default: MIC,ACC) 


Select the desired connector(s) for data modulation 
input in the data OFF mode. 


e MIC : Use the signals from [MIC]. 
«ACC : Use the signals from [ACC] (pin 11). 


¢ MIC, ACC : Use the signals from [MIC] and [ACC] 
(pin 11). 

¢ USB : Use the signals from [USB]. 

41. DATA MOD (Default: ACC) 


Select the desired connector(s) for data modulation 
input in the data mode. 


¢ MIC : Use the signals from [MIC]. 
¢ ACC : Use the signals from [ACC] (pin 11). 


¢ MIC, ACC : Use the signals from [MIC] and [ACC] 
(pin 11). 
¢ USB : Use the signals from [USB]. 


42. Cl-V Baud Rate (Default: Auto) 


Set the CI-V data transfer rate between 300, 1200, 
4800, 9600, 19200 bps and “Auto.” 

When “Auto” is selected, the baud rate is automatically 
set according to the data rate of the connected con- 
troller. 


To distinguish equipment, each CI-V transceiver has 
its own Icom standard address in hexadecimal code. 


The IC-7410’s address is 80h. 


When 2 or more IC-7410’s are connected to an op- 
tional CT-17 cl-v level converter, rotate [DIAL] to se- 
lect a different address for each IC-7410; the range is 
01h to DFh. 


44. CI-V Transceive (Default: ON) 


Turn the transceive operation using the Cl-V system 
ON or OFF. 

When this item is set to ON, changing the frequency, 
operating mode, etc. on the IC-7410 automatically 
changes those settings on other Icom HF transceivers 
or receivers, and vice versa. 


¢ OFF: Transceive operation OFF 
¢ON : Transceive operation ON 


45. USB Serial Func (Default: CI-V) 


Select the function for the USB port on the rear panel. 

eCl-V__ : Used to send CI-V commands. 

*RTTY :Inthe RTTY mode, used to send RTTY de- 
coded signal. 


46. RTTY Decode Baud (Default: 9600) 


Set the RTTY decode monitor speed to 300, 1200, 
4800, 9600 or 19200 bps. 


47. Calibration Marker (Default: OFF) 


Use as a simple frequency check of the transceiver. 
See page 98 for calibration procedure. 


Y NOTE: Turn OFF the calibration marker after check- 
U ing the frequency of the transceiver. 


¢ OFF: Calibration marker OFF 
¢ON : Calibration marker ON 


48. REF Adjust 


During frequency calibration, set the internal refer- 
ence frequency to between 0% and 100% range in 1% 
steps. 


Y NOTE: The default setting is different for each 
% transceiver. 
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@ Tone Control Set mode description 


© The Tone control Set mode settings 


@ Push [MENU] one or more times to display the “M2” 
screen (Menu 2). 
(2) Push [TCON](F-4) to enter the Tone control Set 
mode. 
(3) Push a mode switch to select the desired operating 
mode. 
() Push [A](F-1) or [W](F-2) to select the desired 
item. 
* Selectable items differ, depending on the operating 
mode. 
(5) Rotate [DIAL] to select the desired option. 
¢ You can select the option for each operating mode. 
¢ Hold down [F-3] for 1 second to reset to the default set- 
ting, if desired. 
© Push [MENU] to save, and exit the Set mode. 


1. RX HPF/LPF (Default: OFF) 


[4] [¥] [F-3] [TCON] 


[MENU] Mode switches [DIAL] 


Displays the Set mode 
item name and number 


Displays the selected 
operating mode 


= 


{Fi} {Fe) [ Fs |] 


Displays the option 


Select the item Reset to the default 
setting 


5. TX Bass (Default: 0) 


(Mode: SSB/CW/RTTY/AM/FM) 


First select the operating mode, then set the receive 
audio high-pass filter to between 100 Hz and 2000 Hz 
in 100 Hz steps. 


2. RX HPF/LPF 
(Mode: SSB/CW/RTTY/AM/FM) 
First select the operating mode, then set the receive 


audio low-pass filter to between 500 Hz and 2400 Hz 
in 100 Hz steps. 


(Default: OFF) 


3. RX Bass 
(Mode: SSB/AM/FM) 


First select the operating mode, then set the receive 
audio bass level to between —5 and +5. 


(Default: 0) 


4. RX Treble 
(Mode: SSB/AM/FM) 


First select the operating mode, then set the receive 
audio treble level to between —5 and +5. 


(Default: 0) 


NOTE: 


the default value. 


OFF. 


WAAAY 


(Mode: SSB/AM/FM) 


First select the operating mode, then set the transmit 
audio bass level to between —5 and +5. 


6. TX Treble 
(Mode: SSB/AM/FM) 


First select the operating mode, then set the transmit 
audio treble level to between —5 and +5. 


(Default: 0) 


7. TBW(WIDE) L 
(Mode: SSB) 
Set the lower cut-off frequency of the transmission 


passband width for your wide setting to 100, 200, 300 
or 500 Hz. 


(Default: 100) 


8. TBW(WIDE) H 
(Mode: SSB) 
Set the higher cut-off frequency of the transmission 


passband width for your wide setting to 2500, 2700, 
2800 or 2900 Hz. 


(Default: 2900) 


¢ When the receive audio high-pass or low-pass filter is active, “RX Bass” and “RX Treble” items will be reset to 


¢ When the receive audio bass or receive audio treble level is set, “RX HPF/LPF” items (1 and 2) will be turned 
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@ Tone Control Set mode description (Continued) 


9. TBW(MID) L (Default: 300) 
(Mode: SSB) 
Set the lower cut-off frequency of the transmission 


passband width for your mid setting to 100, 200, 300 
or 500 Hz. 


10. TBW(MID) H (Default: 2700) 
(Mode: SSB) 
Set the higher cut-off frequency of the transmission 


passband width for your mid setting to 2500, 2700, 
2800 or 2900 Hz. 


11. TBW(NAR) L (Default: 500) 
(Mode: SSB) 
Set the lower cut-off frequency of the transmission 


passband width for your narrow setting to 100, 200, 
300 or 500 Hz. 


12. TBW(NAR) H (Default: 2500) 
(Mode: SSB) 
Set the higher cut-off frequency of the transmission 


passband width for your narrow setting to 2500, 2700, 
2800 or 2900 Hz. 


DATA COMMUNICATION 11 Hi 


@ Connections 


© When connecting to [ACC] 


¢ When using a PC application 


ESKK RTTY OUTPUT Connect to the serial port, 
—T parallel port, speaker jack, 
AF QUT=—— 7 AUDIO INPUT: microphone jack or line IN/ 

r- GND-~ GND OUT jack, etc. 
SEND + PTT See the instruction manual 
of the application for details. 


RTTY OUTPUT— 
AUDIO INPUT — 

—_ 
GND 
PTT 


Rear panel view 


© When connecting to [MIC] *1 When using the VOX func- 


: ae tion, no connection is needed. 
SWlenusing a Re applicnion Refer to the instruction man- 


Connect to the serial port, 


ual of the external equipment. 
v= aa lie parallel port, speaker jack, *2 When connecting the squelch 
@ microphone jack or line IN/ line, consult the necessary 
@ = @-=— AF INPUT OUT jack, etc. manual. 


aN ®~— PTT 


® See the instruction manual 

C: ol ® [of the application for details. 
io *1 
LOY ® 


os @*2 ©When using aTNC 


Rear panel view @ ~G—O-AFsk OUTPUT— 
@- 


AF INPUT 4 

®- PTT . 
©-~ GND 4 W 
® SQL INPUT —— RS-232C 


INFORMATION! 


When the “USB Serial Func” item is set to “RTTY” in the Set mode (p. 89), the USB port sends RTTY decode 
signal. In this case, you must connect a USB cable* between the transceiver’s USB port on the rear panel and the 
PC. (p. 17) 
¢ The USB driver and the installation guide can be downloaded from our website. 

URL: http:/Awww.icom.co.jp/world/index.html 
* Purchase separately 
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11 > DATA COMMUNICATION 


@ Packet (AFSK) operation 


Before operating packet (AFSK), be sure to consult the 
operating manual that came with your TNC. 


@ Connect the TNC and PC. (p. 92) 
(2) Select the desired band. (p. 25) 
(3) Push [SSB] or [AM/FM] to select the desired oper- 
ating mode. 
() Hold down the same key you pushed in step @) for 
1 second to select the Data mode. 
©) Rotate [DIAL] to select the desired frequency. 
© Transmit your AFSK signals using your PC’s key- 
board. 
¢ Rotate the [RF PWR] control to set the output power. 
¢ While using a TNC, the relative strength of the transmit- 
ted signal is indicated on the Po meter. 
¢When operating in the SSB data mode, adjust the out- 
put power so that the ALC meter reading stays in the 
ALC zone. 


ZY NOTE: When connecting the TNC to the ACC socket 
on the rear panel, select the USB, LSB, AM and FM 
data mode, or disconnect the microphone and ro- 
tate the [MIC] control fully counterclockwise. 

When the “DATA MOD’ item is set to “ACC” (default) 
in the Set mode, and the data mode is selected, 
the audio input from the [MIC] connector is auto- 
matically cut. In that case, the audio input from the 
[ACC] socket is used. 

Also, when the data mode is selected, the fixed set- 
tings listed below are automatically selected; 


© 


>) € 


[SSB] [AM/FM] 


Appears when the data mode is selected. 


[DIAL] 


ANT Oo: = 
on ae oe | t 
© Lsbeees 


¢ Speech compressor 
¢ Transmit bandwidth 


x tone (Bass) 
x tone (Treble) 


WGA AQAAAAAAAAAAWWhWhWLhD DW? 


e e 
aad 


© Frequency display during AFSK operation 


: OFF 
: MID (Fixed to the default value; 


300 Hz to 2700 Hz.) 


:0 
:0 


When operating AFSK in the SSB mode, the displayed 
frequency is the signal’s carrier point. 


¢ Example— LSB/LSB data mode 
Mark freq.: 2125 Hz 
Shift freq.: 200 Hz 


2325 Hz 


200 Hz 2125Hz ! 
i~< >|~ > 


Carrier point 
(Displayed frequency) 


OPTION INSTALLATION 12 = 


@ Opening the transceiver’s case 


Icom strongly suggests that the customer have their 
dealer or Icom distributor, for a reasonable fee, in- 
stall lcom options at the time of the order. Icom un- 
derstands that even the simplest of installations de- 
mands the judgment of a trained Icom technician. 
Therefore, Icom will not be responsible for damage 
to the optional unit, or subsequent damage to the 
transceiver due to user installation problems. The 
option’s or the transceiver’s Warranty can be voided 
in such situations, at the sole judgment of Icom. 


For those customers who still wish to install their 
own options, knowing the risks and possible con- 
sequences, the following information is provided for 
7 information purposes only. 


YX{W{VYVA AAA. 


The following are instructions for removing the covers 

of the IC-7410. 

ZG /\ WARNING! Turn OFF the power and disconnect 

the DC power cable from the transceiver before per- 

forming any work on the transceiver. Otherwise, 

there is danger of electric shock and/or equipment 
amage. 


WAQAW 


@ Remove the two screws from the carrying handle 
and remove it from the transceiver. 


(2) Remove the six screws from the top of the trans- 
ceiver and the six screws from the sides, then lift up 
the top cover. 

(3) Turn the transceiver upside-down. 


Y CAUTION: NEVER HOLD THE UNIT BY THE 
Y DIAL OR ANY OTHER KNOBS when you turn 


Y the transceiver upside down. This may damage 

them, or cause you to drop the transceiver. 

(4) Remove the six screws from the bottom, and then 
lift off the bottom cover. 


WN 


V About the leg pads 

To detach the leg pads from the right side panel of 
the top/bottom cover, push them out from the inside 
of each cover, after completing steps @ through @ 4 
above. 8 


Bottom cover 


6 


Rear 


Front 


Bottom 
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12 OPTION INSTALLATION 


@ FL-430/FL-431 1ST IF FILTER installation 


The optional filters, FL-430 1ST IF FILTER (6 kHz) or FL- 
431 1ST IF FILTER (3 kHz) provides 6 or 3 kHz filtering to 
reduce interference from strong nearby signals. 


@ Remove the top and bottom covers as shown on 
page 94. 

@ Install the FL-430 or FL-431 as shown to the right. 
¢ The connectors on the IC-7410 are marked for the ap- 

propriate filter. 

¢ Ensure the FL-430 or FL-431 is installed correctly. INS 

@) Return the top and bottom covers to the original po- “> 
sitions. 


aS wy 


YN] 


R 
Y After installation, a 6 KHz or 3 kHz fiter width can be sia 


Y used. See page 58 for details. Top 


SS 
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@ Troubleshooting 


The following chart is designed to help you correct If you are unable to locate the cause of a problem, 
problems which are not equipment malfunctions. or solve it through the use of this chart, contact your 
nearest Icom Dealer or Service Center. 


© Transceiver power 


PROBLEM POSSIBLE CAUSE SOLUTION REF. 
Power does not turn ON/|* The power cable is improperly connected. ¢ Re-connect the DC power cable correctly. p. 19 
when the [POWER] switch is | A fuse is blown. ¢ Correct the cause, then replace the fuse with | p. 99 
pushed. an equivalent fuse. 
(Fuses are installed in the DC power cable 
and in the internal PA unit.) 


© Transmit and receive 


PROBLEM POSSIBLE CAUSE SOLUTION REF. 
No sound from the speaker. ¢ The audio volume level is too low. * Rotate the [AF] control clockwise to obtain a] p. 31 
suitable listening level. 
¢ The squelch is closed. ¢ Rotate the [RF/SQL] control to 11 o’clock po- | p. 32 
sition to open the squelch. 
¢ The transceiver is in transmit. «Push [TRANSMIT] to receive or check the | p. 34 
SEND line of an external unit, if connected. 
Sensitivity is too low, and only | * The antenna is not connected properly. ¢ Re-connect to the antenna connector. _— 
strong signals are audible. ¢ The antenna for another band is selected. ¢ Select an antenna suitable for the operating | p. 82 
frequency. 
¢ The antenna is not properly tuned. ¢ Hold down [TUNER] for 1 second to manually | p. 83 
tune the antenna. 
¢ The attenuator is turned ON. ¢ Push [P.AMP/ATT] to turn OFF the attenuator. | p.55 
Received audio is unclear or |* The operating mode is not matched. * Select a suitable operating mode. p. 31 
distorted. ¢ The Passband Tuning function is turned ON. |* Hold down [PBT-CLR] for 1 second to reset | p. 59 
the function. 
¢ The Noise Blanker function is turned ON when | ¢ Push [NB] to turn OFF the function. p. 60 
receiving a strong signal. 
¢ Preamplifier is turned ON. ¢ Push [PAMP/ATT] once or twice to turn OFF | p. 55 


the function. 
¢The Noise Reduction function is turned ON | Set the [NR] control for maximum readability. |p. 61 
and the [NR] control is too far clockwise. 


[ANT*METER] does not func- | * The Antenna Switch function is set to “OFF” _|* Set the Antenna Switch function to “Auto” or | p. 87 
tion “Manual” in the Set mode. 
Transmitting is impossible. ¢The operating frequency is outside the se-|* Set the frequency to be within the selected | p. 26 
lected ham band. ham band. 13 
Output power is too low. ¢The [RF PWR] control is set too far counter- | * Rotate the [RF PWR] control clockwise. p. 34 
clockwise. 
¢The [MIC] control is set too far counterclock- | * Set the [MIC] control to a suitable position. p. 34 
wise. 
¢ The antenna for another band is selected. ¢ Select an antenna suitable for the operating | p. 82 
frequency. 
¢ The antenna is not properly tuned. ¢ Hold down [TUNER] for 1 second to manually | p. 83 
tune the antenna. 
No contact can be made with | The RIT or ATX function is turned ON. ¢ Push [RIT] or [ATX] to turn OFF the function. | pp. 53, 65 
another station. ¢ The Split function is turned ON. ¢ Push [SPLIT] to turn OFF the function. p. 66 
Transmit signal is unclear or |* The [MIC] control is set too far clockwise. ¢ Set the [MIC] control to a suitable position. p. 34 
distorted. 
Repeater cannot be accessed. | * The Split function is not turned ON. ¢ Push [SPLIT] to turn ON the function. p. 66 
¢The programmed subaudible tone frequency | * Reset the frequency using the Set mode. 
is wrong. p. 52 
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13. MAINTENANCE 


@ Troubleshooting (continued) 


© Scanning 
PROBLEM POSSIBLE CAUSE SOLUTION REF. 
A programmed scan does not | * Squelch is open. ¢ Set the [RF/SQL] control to the threshold |p. 32 
stop. point. 
A programmed scan does not|* The same frequencies are programmed into the | * Program different frequencies into the Scan |p. 70 
start. Scan Edge Memory channels “P1” and “P2.” Edge Memory channels “P1” and “P2.” 
A memory scan does not start. |* Two or more memory channels have not been | * Program more than two memory channels. p. 70 
programmed. 
A select memory scan does |* Two or more memory channels have not been | « Designate more than two memory channels as | p. 80 
not start. designated as select channels. select channels for the scan. 
A AF scan does not start. ¢The center frequency for the AF scan is not] * Program the center frequency for the AF scan. | p. 81 
programmed. 
© Display 
PROBLEM POSSIBLE CAUSE SOLUTION REF. 
The displayed frequency does | * The Dial Lock function is turned ON. ¢ Push [LOCK] to turn OFF the function. p. 61 
not change properly. ¢ The Set mode screen is selected. e Push [MENU] to exit the Set Mode. p. 85 
¢ The internal CPU has malfunctioned. ¢ Reset the CPU. p. 100 


@ Dial tuning tension adjustment 


The tuning tension of [DIAL] may be adjusted to suit 


your preference. 


The tension adjustment is located on the bottom side 
of the front panel. See the figure to the right. 

Slide the tension adjustment to a comfortable level 
while turning the dial continuously and evenly in one 


direction. 


Tuning tension 
adjustment 


M@ Frequency calibration (approximate) 


A very accurate frequency counter is required to cali- 
brate the frequency of the transceiver. However, a 
rough check may be performed by receiving radio sta- 
tion WWV, WWVH, or other standard frequency sig- 
nals. 


CAUTION: The IC-7410 has been thoroughly ad- 
justed and tested at the factory before being 
shipped. You should not have to re-calibrate it. 


VQ 


‘S 


Push [SSB] once or twice to select the USB mode. 
(2) Push [PBT-CLR] for 1 second to clear the PBT set- 
tings and make sure that the RIT/ATX function is 
turned OFF. 
(3) Set the frequency to the standard frequency station 
minus 1 kHz. 
¢ When receiving WWV or WWVH (at 15.000.00 MHz) as 
a standard frequency, set the operating frequency for 
14.999.00 MHz. 
¢ Other standard frequencies can also be used. 
() Hold down [MENU] for 1 second to enter the Set 
mode. 
(©) Push [A](F-1) or [W](F-2) to select “Calibration 
Marker.” 
©) Rotate [DIAL] to turn ON the calibration marker. 
¢ A sidetone may be heard. 
@ Push [W](F-2) to select “REF Adjust.” 
Rotate [DIAL] to adjust for a zero beat with the re- 
ceived standard signal. 
¢ Zero beat means that two signals are exactly the same 
frequency, resulting in a single tone being heard. 
(9) Push [A](F-1) to select “Calibration Marker.” 
Rotate [DIAL] to turn OFF the calibration marker. 
di) Push [MENU] to save, and exit the Set mode. 


@ About protection displays 


The IC-7410 2-step protection function monitors the 
power amplifier temperature and activates when the 
temperature becomes extremely high. 


¢ Reduced power transmission 

Halves the transmit output power. __ 

“LMT” appears above the TX icon “1x3.” (p. 11) 

¢ Transmission inhibit 

Deactivates the transmitter. 

Even if you push [PTT] or [TRANSMIT], the TX indica- 
tor does not light. 


When the protector is activated, operate in only the 
stand-by or receive mode until the power amplifier 
cools down. 

NOTE: DO NOT turn OFF the transceiver power 
when the protector is ON, or the cooling fan will not 
function, and delay cooling the transceiver. 
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AF] [RF/SQL] [4] [V] [PBT-CLR] 


[MENU] [SSB] [P.AMPeATT] [DIAL] [RIT] [ATX] 


¢ Calibration marker item 


Calibration Marker 
a 477 OFF 


¢ REF Adjust item 


REF Adjust 
& 48 Y (emt _ 50% 
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13. MAINTENANCE 


@ Fuse replacement 


If a fuse blows, or the transceiver stops functioning, 
find the source of the problem, and repair it. Then re- 
place the damaged fuse with a new, adequately rated 
fuse. 

G /\ WARNING! Turn OFF the power and disconnect 
the DC power cable from the transceiver before per- 
forming any work on the transceiver. Otherwise, 
there is danger of electric shock, equipment dam- 
age and/or fire injury, 


WAAL 


© DC power cable fuse replacement 


Refer to the figure illustrated to the right for the DC 
power cable fuse replacement. 


© Circuitry fuse replacement 


Except for the power amplifier, the 13.8 V DC from the 
DC power cable is applied to all units in the IC-7410, 
through the circuitry fuse. This fuse is located in the 
PA unit. 


@ Remove the top cover. (p. 94) 

(@ Remove the 22 screws, then remove the PA shield- 
ing plate as shown to the right. 

(3) Remove the speaker cable from the connector on 
the PA unit as shown to the right. 

(4) Replace the circuitry fuse as shown in the diagram 
to the right. 

©) Replace the speaker cable, PA shielding plate, top 
cover and screws to their original position. 

Y CAUTION: DO NOT pull the speaker cable when 

removing the PA shielding plate, or DO NOT put the 

speaker cable under the PA shielding plate when 

replacing it. This could damage the transceiver. 


Vy 


The IC-7410 has two fuse types installed for trans- 
ceiver protection. 

¢ DC power cable fuSeS ............cccesseeeeeeees ATC 330A 
© Circuitry FUSE 2... eee eeeeeeeeeeeeeeeeeeeeeeeteeeeeneees ATC5A 


PA shieldi | 
Speen pale Speaker cable 


ATC 5A fuse 
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@ Resetting the CPU 


© Partial reset 


If you want to reset the operating parameters to their 
default values (VFO frequency, VFO settings, menu 
group’s contents) without clearing certain data as de- 
scribed below, a partial reset can be performed. 


The following data will not be cleared when doing a 
Partial reset: 

¢ Memory contents 

¢ Memory keyer contents 

¢ Programmed user band edge frequencies 

¢ REF Adjust (Reference frequency) setting 


[POWER] [VFO/MEMO] [F-INP ENT] 


© First, turn OFF the transceiver power. 
(2) While holding down [F-INP ENT] and [VFO/MEMO], 
push [POWER] to turn ON the power. 
¢ During start-up, the transceiver displays “PARTIAL 
RESET,” then the initial VFO frequencies when reset- 
ting is complete. 
¢ If you operate the transceiver before “PARTIAL RESET” 
disappears, the resetting will be cancelled. 
(3) If desired, edit the Set mode settings after resetting. 


© All reset 


The display may occasionally display erroneous infor- 
mation (e.g. when first applying power). This may be 
caused externally by static electricity or by other fac- 
tors. 

If this problem occurs, turn OFF the power. After wait- 
ing a few seconds, turn ON the power again. If the 
problem persists, perform the following procedure. 


Y NOTE: Resetting the CPU CLEARS all programmed 
Z, 


contents and returns them to their default settings. POWER [F-INP ENT] [M-CLR] 


© First, turn OFF the transceiver power. 
(2) While holding down [F-INP ENT] and [M-CLR], 
push [POWER] to turn ON the power. 
¢ During start-up, the transceiver displays “ALL CLEAR,” 
then when resetting is complete, then displays the initial 
VFO frequencies. 
¢ If you operate the transceiver before “ALL CLEAR’ dis- 
appears, the resetting will be cancelled. 
@) If desired, edit the Set mode settings after reset- 
ting. 
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m@ Remote jack (CI-V) information 


© CI-V connection example 


The transceiver can be connected through an optional 
CT-17 Cl-V LEVEL CONVERTER to a PC equipped with an 
RS-232C port. The lcom Communications Interface-V 
(CI-V) controls the transceiver. 
Up to 4 Icom CI-V transceivers or receivers can be 
connected to the PC. See page 89 for setting the Cl-V 
condition using the Set mode. 


© Data format 


The CI-V system can be operated using the following 
data formats. Data formats differ, depending on com- 
mand numbers. A data area or sub command is added 


to some commands. 


Controller to IC-7410 


IC-7410 


mini-plug cable 


Y When the transceiver is connected to a PC with a 
GY USB cable (purchased separately), the optional 


Y CT-17 is not required. 


‘O) ©) Oo @®© © © ©) 
FE|FE| 80 | EO | Cn | Sc | Data area FD 

S 

.@ Be 8 = 

oO 2 Q x= na 
ne g 2s Es SE. ® > 
oD S52 oe Ev eg aPee oS 
Kom 2s GOS 28 oe ot§Fe Be 
ee @e oe cE SE we 0 oe 
Bw ee =e ct eS OeOc a 
OS 25 €5 68 £8 of28 5U 
ag SH 88 Eo Eo BeEq re) 
Fo CS ES 8£ 882H 2° 
xo] GB So ® 28 wi 

Oo 8o one 2 
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oO 

£ 
FE|FE} EO | 80 | Cn | Sc | Data area FD 
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IC-7410 to controller 
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OK message to controller 


FE|FE}| EO 80 FB | FD 
os | 

7) on O@ (0) 

5 08 *8 8E BS 

es? ss $5 x 38 
re 38 as 0 82 
8 w i o- © ra) 
PS 5s be 8. 28 
a8 og es os go 
FE|FE}| EO 80 FA | FD 


NG message to controller 


© Command table 


CONTROL COMMAND 14 


Cmd.|Subcmd.| Data Description Cmd.|Sub cmd.| Data Description 
00 see p. 106|Send operating frequency for transceive 14 01 0000 to |Send/read [AF] position 
01 see p.106|Send operating mode fortransceive | | | |. 0255 — |(0000=max. CCW, 0255=max.CW) 
02 see p. 106|Read band edge frequencies 02 0000 to |Send/read [RF] position 
03 see p.106|Read operating frequency §§ | | |i |. 0255 _|(0000=max. CCW, 0255=11 o'clock) - 
04 see p. 106|Read operating mode 03 0000 to |Send/read {saQl] position 
05 see p. 106/Send operating frequency u a 0255 _ (0000= i o'clock, 0255 sae CW) | 
06 see p. 106|Send operating mode 06 0000 to |Send/read [NR] position 
07 Select VFO mode fesesmnsszsnrn un O25. | ODODE an COW DE OS AKON nas, 
Jeope ne Vie gerbes 07 0000 to Send/read | inner was PBT Seaton 
\Equalize VEOA and VFO Bn. “08 | 0000 to |Send/read outer [TWIN PBT] position 
Exchange VFO A and VFO B 0255 |(0000=max. CCW, 0128=center, 
a eo vnnenf OCECEMEMOPY MODE cn 0255=max. CW) 
0001 to |Select memory channel 09 0000 to |Send/read [CW PITCH] position 
0101 |(0001=M-CH01 to 0099=M-CH99, 0255 |(0000=max. CCW (300 Hz), 0128=center 
SEER ise leks ee eee) 
09 Memory write OA 0000 to |Send/read [RF PWR] position 
0A MemorycopytoVFO) | fT __ 0255 —|(0000=max. CCW to 0255=max. CW) 
0B Memory clear 0B 0000 to |Send/read [MIC] position 
OE SCAM SIOD «2 cemumnensiagmaitanmcnial \l| | Usfwessasindl ee ee eee) 
Programmed/memory scan start 0c 0000 to |Send/read [KEY SPEED] position 
___|Programmed scan start _ Heese OOD ca OOO ae COW Io D2 seamen OW) 
AF scan start 0D 0000 to |Send/read [NOTCH] position 
Fine ‘programmed scan start 0255 |(0000=max. CCW, 0128=center, 
vay 0255= max. CW) 
Eig ae ca OE | 0000to |Send/read[COMP] position = 
hs AR DOE Te ee a 8s oO |Sendirea position 
emcee) || | anc ee cs ROGET CO Wito C2 Seer) 
OF 0000 to |Send/read [BK- IN DELAY] position 
|S t AF +10 kH Biheteteee le 0255 |(0000=max. CCW to 0255=max. CW) 
|Set 4F scan et eee 12 0000 to |Send/read [NB] position 
|Set AF scan span+20kHz | 0255 |(0000=max. CCW to 0255=max. CW) 
_ Set AF scan span #50 KHZ 145 | 0000to |Send/read [MONI GAIN] position 
|Set 4F scan span +100kHz 0255 _|(0000=max. CCW to 0255=max. CW) 
__|Set AF scan span +500 kHz 16 0000 to |Send/read VOX gain 
_|Set AF scan span +1 MHz 0255 —|(0000=0% to 0255=100%) 
Setasnon-select channel 17 0000 to |Send/read Anti VOX gain 
Set as select channel 0255 |(0000=0% to 0255=100%) 
Set scan resume OFF 18 0000 to |Send/read CONTRAST level 
Set scan resume ON 0255 (0000= =0% to 0255= 100%) = 
OF Read Split function 19 0000 to _|Send/read BRIGHT level 
ee ene (COE DEON! 0255 _|(0000=0% to 0255=100%) 
00 _|Set the Split function OFF 15 01 00... Read squelch state (squelch close) 
a Setthe SplitfunctionON Pf 01... Read squelch state (squelch open) 
10 00 __|Send/read the tuning step 10 Hz (1 Hz) _ 02 0000 to |Read S-meter level 
01 |Sendiread the tuning step 100H2 ff fda 0255 _ |(0000-S0, 0120-89, 0240-S9+60 dB) 
_. 02 - Send/read the tuning step 1 kHz 11 0000 to |Read RF power ‘meter 
03 Send/read the tuning step 5 kHz a ah - 0255 ; (0000= 0%, 0141= 50%, 0215= 100%) 
04 __|Send/read the tuning step 9 kHz 12 0000 to |Read SWR meter 
ee 05 |Sendiread the tuning step 10 KHz ee oe 
06 __|Send/read the tuning step 12.5 kHz pestis beset Wedeeaus 
ie “07 |Senaeead the tuning stop 20 hie ee ee ee a 
08 Send/read ‘the tuning step 25 kHz 14 i “3000 _ : Road COMP ‘ ahs bes sntay Meio ieTee tees 
meter 
AN Nedstat late 35 daha sence pitt baie Sictuneseetas 0255 |(0000=0 dB, 0120=15 dB, 0240=30 dB) 
ure geet 16 02 00 |Send/read Preamp OFF 
12 00 Send/read ANT1 selection phate 
SEE EaaEEEEEEESS COE ESEESOSSOEEEEEESESY ESOSECEES SES ESSOSSSSOSS EES CEES SES ESS ESOS OGSSIOESOSS SES CSS SES ESSCESSOSEESEEOSEESEEO 01 Send/read Preamp 1 ON” 
01 Send/read ANT2 selection Bae ietitis 
13 00 Announce operating frequency, operating ignannnfevedad tatisecd coenved te 02 eae ty Send/read Preamp. 2 ON Viana eas n Redick peneeg tee ae 
mode and S-meter level with voice synthe- 12 OT Send/read AGC FAST POE ATR eR ERS) 
sizer 02 |Send/read / AGC. MID Gdeeeahsacwaanbes 
“01 “|Announce operating frequency and S-meter a 03 ___|Send/read AGC SLOW ener 
level with voice synthesizer 22 oO Send/read N Noise Blanker OFF 
02 Announce operating mode with voice syn- | 01 |Send/read Noise Blanker ON 
thesizer 40 _00 __|Send/read Noise Reduction OFF. 
_ 01 Send/read Noise Reduction ON he .) 
41 00 Send/read Auto Notch functionOFF 
01 Send/read Auto Notch function ON 
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14 CONTROL COMMAND 


© Command table (continued) 


Cmd.|Sub cmd.| Data Description Cmd.|Sub cmd.| Data Description 
16 42 00 __|Send/read Repeater tone OFF 1A |05:0008| 00 __ |Send/read Auto selection for [RF/SQL] 
Tae 01 __|Send/read Repeater tone ON | O1 Send/read SQL selection for [RF/SQL] 

43 00 Send/read Tone squelch OFF Perret ft 02 Send/read | RF+SQL selection for [RF/SQL] 
re O01 Send/read Tone squelch ON /0009; 00 Send/read Meter Peak Hold function OFF 
44 _ 00- Send/read ‘Speech Compressor OFF. a - |. 01 |Send/read Meter Peak Hold function ON 

ccna oninOM,{Send/read Speech Compressor ON -0010| 00 __|Send/read Time-Out Timer (CI-V) OFF 
45 |Send/read Monitor function OFF 01 —_ |Send/read 3 min. Time-Out Timer (CI-V) _ 
eee ine aed: (02. |Send/read § min. T 
46 “08... |Sendiread 10 min. LV) | 
cocssunenf on 01... /Send/read VOX function ON (04 |Send/read 20 min. Time-Out Timer (CI-V) 
47 _ 00 |Send/read BK-INfunctionOFF =o | sf 05 Send/read 30 min. Time- Out Timer (CI-V) 
01 |Send/read Semi BK-IN function ON - 0011] 00 —_|Send/read Quick Split function OFF 
| 02 Send/read Full BK-IN function ON al O01 Send/read Quick Split function ON 
48 00 | Send/read Manual Notch function OFF 0012 |s see Pp. 107 Send/read FM ‘Split. offset frequency (HF) ‘ 
_ 01 Send/read Manual Notch function ON 0013 |see p. 107|Send/read FM Split offset frequency 
4c 00 _|Send/readVSC function OFF | ff COO MED aetna onee ae. tae tno 
01 —_|Send/read VSC function ON 0014] 00 _|Send/read Split Lock function OFF 
4F | 00 |Sendiread Twin Peak FilterOFF =| ff 01. |Send/read Split Lock function ON 
01~ Send/read Twin Peak Filter ON :0015; 00 |Send/read_ Tuner Auto Start OFF Seeeeetneal 
50 00 |Send/read Dial Lock function OFF =s sf «| __,|Send/read Tuner Auto StartON 
mo. 01 ' Send/read Dial Lock function ON 7 0016 _|Send/read PTT Tune OFF | 
55 00 |Sendiread 1st IF filter 15kHz | ff ON ew 
eaOirest al -0017| 00 __|Send/read antenna selection OFF 
02, 01 Send/read | manual antenna selection _ 
56 | 00 {S |. 02 __|Send/read auto antenna selection - 
“oi |s 0018] 0000 to |Send/read voice synthesizer level 
87-00 |Sendiread manual notch widthWidbE |] 6] | 0255 _ |(0000=0% to 0255=100%) 
01 Send/read manual notch width MID / 0019 00 Send/read English selection for voice syn- 
020 Send/read manual notch width NAR saommuantltesizer speech language 
“58 «| O00!” Send/read SSB transmit bandwidth WIDE 01 Send/read Japanese selection for voice 
: ‘ synthesizer speech language 
“lSend/read SSB transmit | :0020; 00 Send/read speech speed slow _ ~ 
17 seep.107/SendCW messages finesse 01 _|Send/read speech speed fast 
19 00 Read the transceiver ID 0021 00 Send/read S-meter level announcement 
1A 00 see p. 108|Send/read memory contents ERs ae 
“01 ~|see p. 106 Sendiread band stacking register contents 01 Send/read S-meter level announcement 
peenf tee: 107 Bencvieed manny) Raver cutee. 0022) 00°” |Sendiread operating mode announcement 
to 49 |Send/read the selected filter width (after pushing made switch) OFF 
(AM: 00=200 Hz to 49=10 kHz; other than ssiakneustes oe 
AM modes: 00=50 Hz to 40/31=3600 01 Send/read operating mode announcement 
Hz/2700 Hz) ee ____|(after pushing mode switch) ON 
04 | 00 to 13 |Send/read the selected AGC time constant 0023| 00 —|Send/read number of memo pad channels 
(OO OF TP AMNEOI= 0:3 86710. 10-8.0:806: eres scent eaters whadu commen te 
other than AM modes: 01=0.1 sec. to 01 Send/read number of memo pad channels 
decanter Nico cehead| ston OD Se) 10 
05 : 0001} 0000 to Seid read LCD contrast Z “) Send/read auto TS fo DIAL] OFF 
sia an Ce en ae _|Searensa oout ton 
0255 |(0000=0% (dark) to 0255= 100% (bright) _|Send/read auto TS for [DIAL] High 
ea Pea : Send/read Low selection for microphone 
- 0003] 0000 to Send/read beep level Up/Down speed 
: 0255 —|(0000=0% to 0255=100%) rie : 
eons fee soeseesesseafenensecesecanecntisiussenstantsneaneerseesatensinsnustiusteantattestesteceensaniscasees 01 Send/read High selection for microphone 
: 0004 00_ Send/read beep level limit OFF Up/Down speed 
cooucfonOl....{Send/read beep level limitON | ff 0026] 00  |Send/read Quick RIT/ATX clear OFF 
0005] 00 Send/read confirmation beep OFF “Ol |Send/read_ Quick RIT/ATX clear ON — 
es Sendiread confirmation beep ON | codes 0027; 00 Send/read Auto Notch selection for ‘SSB. : 
20006} 00 Send/read b nd edge beep OFF err: 01 ~~ ‘|Send/read Manual Notch selection for SSB 
01 Send/read band edge beep ON “02. |Send/read Auto/Manual Notch selection 
ote (Beep sounds with a default band) for SSB 
02 _|Send/read band edge beep with user set- 0028] 00 —_|Send/read Auto Notch selection for AM 
nde 3 feted ting ON. i i Bas alae en UP ee een ~ 01. aa Send/read Manual Notch selection for AM. 
: ue Send/read band edge beep with user set- “02. |Send/read Auto/Manual Notch selection 
Lidl tienen le ume aoe for AM 
"0007! 0050 to |Sendiread beep audio frequency. || zs eeedensrenty on are aa are uate tilt Santa hoe Seman mentee: 
| 0200 |(0050-500 Hz p ane eau my 0029| 00 pereitend manual notch filter width pop- 
“01. |Send/read manual notch filter width pop- 
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Cmd.|Subcmd.| Data Description Cmd.|Sub cmd.| Data Description 
1A |05 0030] 00 _|Send/read BW Popup (PBT) setting OFF 1A | 05 : 0048} 00 to 10 |Send/read SSB TX Tone (Bass) level 
01 |Send/read BW Popup (PBT) settingON | f =| |. Soe tie Oe OF os 2 Fao Act tenet 
“0031 00 Send/read BW Popup (FIL) setting OFF 0049} 00 to 10 |Send/read SSB TX Tone (Treble) level 
| 01 ___|Send/read BW Popup (FIL) setting ON _[(00=—5 to 10=+5) u 
: 0032 00 Send/read SSB/CW Synchronous Tuning J |Send/read SSB TX bandwidth for WIDE ns 
function OFF see Pp. 107 Send/read SSB TX bandwidth for MID : 
“01 [Send/read SSB/CW Synchronous Tuning see p. 107|Send/read SSB TX bandwidth for NAR- 
function ON ROW 
0033| 00 |Send/read LSB selection for CW normal 0053 |see p. 107|Send/read AM RX HPFI/LPF setting 
— fside eres eee ey See 0054 00 to 10 |Send/read AM RX tone (Bass) level 
01 |Send/read USB selection for CW normally fof (00S pe HOSS) Syeseh 
Bt ole jsde bps cones: -0055| 00 to 10 |Send/read AM RX Tone (Treble) level 
0034; 00 |Send/read KEYER-Root selection for] | = |... attanseccad| ne sc cedar se hectn ste arstnne 
__|keyer 1st menu 0056 | 00 to 10 |Send/read AM TX tone (Bass) level 
01 |Send/read KEYER-SEND selection for | 00=S to 10=45) 
a _|keyer Ist menu 0057 | 00 to 10 |Send/read AM TX Tone (Treble) level 
-0035| 00 _|Send/read external keypad OFF |_| (00=—5 to 10=+5) 
01 Send/read KEYER SEND selection for the 0058 | see p. 107 Send/read F FM RX HPF/LPF setting _ 
ae _____|externalkeypad 0059| 00 to 10 |Send/read FM RX tone (Bass) level 
0036] 00 |Send/read USB audio squelch OFF) | | Be eerie a eh el oe 
___|(OPEN) ae) 0060 | 00 to 10 |Send/read FM RX Tone (Treble) level 
Dads! 01, Send/read USB audio squelch ON SNe nr Oe LC ciene wise 
0037] 0000 to |Send/read USB modulation level 0061] 00 to 10 |Send/read FM TX tone (Bass) level 
: 0255 —_|(0000=0% to 0255=100%) | | (00=-5 to 10=+5) oe 
0038} 00 |Send/read MIC selection for the modula- 0062! 00 to 10 |Send/read FM TX Tone (Treble) level 
tion input during DATAmode OFF} PP fn | ose eC eee ee a ee 
01 Send/read ACC selection for the modula- : 0063 |see 107 Send/read cw 
onepine ee eee during DAT mode Orr 0064 |see p. 107|Send/read RTTY RX HPF/LPF setting 
02 Send/read MIC+ACC selection for the 0065 00 Send/read Normal selection for contest 
modulation input during DATA mode OFF number style 
03. |Send/read USB selection for the modula- “01 |Send/read “190 > ANO” selection for con- 
tion input during DATA mode OFF test number style 
“0039 00 |Send/read MIC selection for the modula- "02 ‘|Send/read “190 > ANT” selection for con- 
tion input during DATA mode operation test number style 
01 Send/read ACC selection for the modula- 03 Send/read “90 — NO” selection for contest 
tion input during DATA mode operation number style 
02. |Send/read MIC+ACC selection for the “04 |Send/read “90 > NT” selection for contest 
modulation input during DATA mode op- i number style 
PC) ae a ee ee “0066; 01 ~— |Send/read M1 selection for count up irig- 
03 Send/read USB selection for the modula- : ger channe 
co z flor neue dulg BATA mode operation, “02” |Send/read M2 selection for count up trig 
0040; lan Send/read Cl- V transceive OFF Recenter at ger channe 
eee ees 01 _ |Send/read Cl-V transceive ON a “03 |Send/read M3 selection for count up trig- 
0041 00 Send/read Cl-V selection for “USB” “(COM ger channe 
____|port) function 04 -|Send/read M4 selection for count up trig- 
01 Send/read RTTY selection for “USB” : ger channe 
OU en caleae ade sear! (COM port) function “0067 0001 to |Send/read present number — 
0042 00 Send/read 300 bps selection for RTTY De- 9999 |(0001=1 to 9999-9999) 
ead te ctele terete e 0068] 0000 to |Send/read CW sidetone gain 
01 Send/read 1200 bps selection for RTTY : 0255 |(0000=0% to 0255= 100%) 
____ |Decode Baud rate ee San -0069| 00 _|Send/read CW sidetone gain limit OFF _ 
02 Send/read 4800 bps selection for RTTY : 01 ~~ /Send/read cw sidetone gai sf 
“cena, [Decode Baud rate 0070] 01 to 60 |Send/read CW keyer repeat time 
03 Send/read 9600 bps selection for RTTY (01= =1 sec. to 60=60 sec.) 
ane Decode Baud rate Reansieliet aba asarea anesthe, “0071| 00 ~~ |Send/read Normal selection for message| 
04 Send/read 19200 bps selection for RTTY display 
etteia £2033 Decode Baud rate “01 |Send/read Message selection for message 
0043 00 - Send/read Calibration marker OFF display 
__|..01. |Send/read Calibration marker ON '0072| 28 to 45 |Send/read CW keyer dot/dash ratio 
0044] 0000 to |Send/read reference frequency ek. / ; (28=1:1:2.8 to 45= 1: 1:4.5) 
ee 0255 | (0000=0% to 0255=100%) -0073| 00 __|Send/read 2 msec. selection for Rise time 
0045 | see p. 107|Send/read SSB RX HPF/LPF setting 01 |Send/read 4 msec. selection for Rise time | 
0046| 00 to 10 |Send/read SSB RX Tone (Bass) level 02 _ |Send/read 6 msec. selection for Rise time 
Boece Ne sasandom [(00=—5 : 10= +5) heges 03 |Send/read 8 msec. selection for Rise time 
/ 0047 | 00 to 10 |Send/read SSB RX Tone (Treble) level 


(00=-5 to 10=+5) 
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© Command table (continued) 


Cmd.|Sub cmd.| Data Description Cmd.|Subcmd.| Data Description 
1A | 05 0074 00 Send/read Normal selection for paddle po- 1B 00 —_|see p. 108|/Send/read Repeater tone frequency _ 
; Peereeent larity 01 see p. 108|Send/read Tone squelch frequency 
01 Send/read Reverse selection for paddle 1C 00 _00 __|Send/read Transceiver’s status (RX) __ 
i lerdleciesalcell PO eet acs _ 01 |Send/read Transceiver's status (TX) 
0075; OO | Send/read Straight selection for keyer type 01 00 Send/read Antenna tuner OFF (through) — 
: 01 Send/read BUG-Key selection for keyer OL Send/read Antenna tuner ON 
Seas O ee comers ells IIl|  lIIkec nam cell's 02 |Send/read Manual tuning selection = 
02 Send/read ELEC-Key selection for keyer 02 00 Send/read Transmit frequency monitor 
ee | rT sede ene Cerne ree __|check OFF 
0076) 00 eee 01 Send/read Transmit frequency monitor 
..|...01.. |Send/read Mic. up/down keyer ON check ON 
0077 00 Send/read 1275 Hz selection for RTTY 1E 00 Read number of available TX frequency 
setsia ih aE QUENC? band 
01 Send/read 1615 Hz selection for RTTY x 01 ¥ i see p. 106 Read TX band edge frequencies eae 
“conn, ,tlark frequency 02 Read number of user-set TX frequency 
02 Send/read 2125 Hz selection for RTTY band 
i heel loegece cence: Ea reauentey 03 |see p. 106/Send/read User-set TX band edge fre- 
: 0078 00 Send/read 170 Hz selection for RTTY shift quencies 
i width 
01 Send/read 200 Hz selection for RTTY shift 
width 
02 Send/read 425 Hz selection for RTTY shift 
width 
0079 00 Send/read Normal selection for RTTY key- 
01 Send/read Reverse selection for RTTY 
en co ; keying polarity 
:0080] 00 | Send/read RTTY decode USOS OFF sual 
D — f  O1 Send/read RTTY decode USOS ON 
0081 00 Send/read “CR,LF,CR+LF” selection for 
; RTTY decode new line code 
01 Send/read “CR+LF” selection for RTTY 
Lode Notes tote td] age oC MeN INE Code 
: 0082 00 Send/read 2 lines selection for number of 
: RTTY decoder line 
01 Send/read 3 lines selection for number of 
: RTTY decoder line 
0083] 00 __|Send/read Scan speed low 
|... 01 |Send/read Scan speed high 
: 0084 _ 00 - Send/read ‘Scan resume OFF _ oak 
“cocsnfon.01,,... /Send/read Sean resume ON 
0085 00 to 09 |Send/read NB depth 
Re ee re it) 
0086] 0000 to |Send/read NB width 
7 | 0255 —|(0000=1 to 0255=100) - 
*0087| 0000 to |Send/read VOX gain 
Lesnsdhioeee a Momo corto 
:0088] 0000 to |Send/read ANTI-VOX gain 
i 0255 —|(0000=0% to 0255=100%) 
-0089| 00 to 20 |Send/read VOX delay time 
Iociviull ean heal oe ee 
/0090; OO Send/read VOX. voice delay OFF - 
: 01 Send/read Short selection for VOX voice 
settee OOS 
02 Send/read Mid selection for VOX voice 
delay 
03 Send/read Long selection for VOX voice 
06 see p. 108|Send/read DATA mode selection | 


© Data content description 


¢ Character code setting 


Command : 1A 00 
Character | ASCII code| Character | ASCII code 

A-Z 41-5A a-z 61-7A 

0-9 30-39 Space 20 

| 21 # 23 

$ 24 %o 25 

& 26 \ 5C 

? 3F e 22 

, 27 60 

x 5E + 2B 

- 2D * 2A 

/ 2F 2E 

: 2C 3A 

: 3B - 3D 

< 3C > 3E 

( 28 ) 29 

[ 5B ] 5D 

{ 7B } 7D 

7c _ 5F 

7 7E @ 40 
¢ Operating frequency 
Command : 00, 03, 05 

® @ @ @ 
MEX |X: KK] XIX] xXx] xXEX 

A 
PTT TT Tita 
c 

fo) o» Ff i a a i = S 
¢e¢622 23 29 8 8 
bese Fb See BE 
o P CT N FF WN N 7 = = 
we eS S 2 = f 6s 
en a 


¢ Operating mode 


Command : 


01, 04, 06 


@ Operating mode @ Filter setting 
00: LSB 03: CW 07:CW-R_ |01: FIL1 
01: USB 04:RTITY |08: RTTY-R |02: FIL2 
02: AM 05: FM 03: FIL3 


Filter setting (@) can be skipped with command 01 
and 06. In that case, “FIL1” is automatically selected 
with command 01 and the default filter setting of the 


operating mode is selected with command 06. 


CONTROL COMMAND 


¢ Band edge frequency setting 
Command 02*, 1E 01, 1E 03 


O®O™AOHGO AGH ®D oO DO ® 


X:X X:X|XiX X:X X:X X:X 2:D X:X X:X X:X|XiX X:X 
| a mi 
8 23 23 
T ex ex 
baa (op) oO ot op) o ot 
o (o> a>) = = cool oy) ms 
-~ OlatToTd PBS ZPoalatlot dg PES 
LITO ILO; COTO D# FX LOLS; CTO DH 
®@OlOPESE EHO SOE CHlHLopseet iso 
SpCLSLlSePegs TF eoL SLEPT 
Evoiosgt goon 5 DH OSC RZtTORA 
> 5 Ds N NO Tr Das N NO I 
= 5 NIN = © 5 NIN = 
NOnNT IN Ss 5 NO IN Ss 
o reel To oO NIXYL To 
o> I NDoo¥258oa a9 INDToo+*¥2=580 
GB ot¥Sooco co 8 ot<¥~¥S500-S55 
Lower edge Higher edge 


*Edge number setting is not necessary with com- 


mand 02. 


¢ Band stacking register 
:1A 01 


Command 


® 


@ 


X | X 


X | 


X 


@ Frequency band code 


Code | Freq. band| Frequency range (unit: MHz) 
01 1.8 1.800000— 1.999999 
02 3.5 3.400000- 4.099999 
03 7 6.900000- 7.499999 
04 10 9.900000—10.499999 
05 14 13.900000-14.499999 
06 18 17.900000-18.499999 
07 21 20.900000-—21.499999 
08 24 24.400000-—25.099999 
09 28 28.000000-29.999999 
10 50 50.000000-—54.000000 
11 GENE Other than above 

(2) Register code 
Code _ | Registered No. 
01 1 (latest) 
02 2 
03 3 (oldest) 


For example, when reading the oldest contents in the 
21 MHz band, the code “0703” is used. 


When sending the contents, the codes, such as op- 
erating frequency and operating mode”, should be 
added after the register code, as shown above. 

*See “Memory content setting (4 to 48)” for details. 


(p. 108) 
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14 CONTROL COMMAND 


© Data content description (continued) 


¢ Memory keyer contents 


¢ Split offset frequency setting 


Command : 1A 02 Command :1A05 0012, 0013 
XiX]X:X]+-----[X!x] ® @) ® ® 
—_______ e230 | x : X XX 
'— @)-@1): Text data 
@: Channel data t t 
01: M1 03: M3 S > 
02: M2 04: M4 Lo x 
Se | jor) = (op) 
| fo) Ss oO = oO ce 
* Character’s code ° z Oe ef 8S 
— = 2 3 2 5 > =~88 
Character | ASCII code Description 3 = nN — N So $s = 
0-9 30-39 _ [Number yu oF = ££ 5 -E Bei 
A-Z 41-5A___|Alphabetical characters =o © 2 a = se Ss 
a-Z 61-7A_ {Alphabetical characters 
space 20 Word space 
/ 2F Symbol ¢ SSB transmission bandwidth setting 
2 SF Symbol Command : 1A 05 0050, 0051, 0052 
: 2C Symbol 
XX 
; 2E Symbol bx 
@ 40 Symbol Lower edge 
A 5E e.g., to send BT, enter “BT Higher edge 
* 2A Inserts contest number (can be Lower edge Higher edge 
used for 1 channel only) 0: 100Hz 0: 2500Hz 
1: 200Hz 1:2700Hz 
2: 300Hz 2: 2800Hz 
3: 500Hz 3: 2900Hz 


¢ CW message contents 
Command : 17 Up to 30 characters 


While transmitting in the CW mode, or if the Break-in 
function is ON, the transceiver transmits CW code 
when the PC sends Command 17. 

To send CW messages, the following character codes 
are used. 


¢ RX HPF and LPF settings in each 


operating mode 
Command : 1A 05 0045, 0053, 0058, 0063, 0064 


XIX] X!X 
* Character’s code | *- LPF (upper sida) 
Character | ASCII code Description HPF (lower side) 
0-9 30-39 {Number 
A-Z 41-5A _ |Alphabetical characters ane rough 
a-Z 61-7A_ {Alphabetical characters 1 to 20: 100 to 2000 Hz 
space 20 Word space LPE 
: ef = evmbol 5 to 24: 500 to 2400 Hz 
2 3F Symbol 25: through 
: 2E Symbol 
= 2D Symbol Set the LPF value larger than HPF one. 
: 2C Symbol 
: 3A Symbol 


e “FF” stops sending CW messages. 
e “®” is used to transmit a string of characters with 
no inter-character space. 


WW 
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¢ Data mode with filter width setting 
Command : 1A 06 


© ©® 
XIX]XIX 


-_ 00: Data mode OFF 
01: FIL1 
02: FIL2 
03: FIL3 


00: Data mode OFF 
01: Data mode ON 


¢ Memory content setting 
Command :1A 00 


FD, @> @ ; 


@-® 


9,0, © @, 


CONTROL COMMAND 14 


e Repeater tone/tone squelch frequency 


setting 
Command : 1B 00, 1B 01 
Oy @ @ 
0: O X : X X : X 
Piidt? 
i) ‘> a > 
i ile so so > Ss 
2 € = Fh # 
= = ) =) = = 
oO Oo ~- = = oO 


*Not necessary when setting a frequency. 


B-1§—_,—_ 68 (0-8 -—B-@_ 


X!X|X:X]X!X|XiX]--- [XX] X!X]X!X[XEX[X!X 


X'X]XEXPEX[X'xPExPEx] X!X]----1XiX 


@-©®: Are programmed in the same manner as @-(8. 
When the split setting is ON, these settings are the matching transmit settings. 
Even when the split setting is OFF, these settings are still necessay. 
Be sure the settings are compatible with the specifications of the IC-7410. 


@, @ Memory channel number 
0001-0099 : Memory channel 01 to 99 
0100 : Programmed scan edge P1 
0101 : Programmed scan edge P2 


@) Split and Select memory settings 
® 


t_ 0: Select memory OFF 
1: Select memory ON 
0: Split OFF 
1: Split ON 


When the program channel is selected, both settings 
should be “0.” 


(48) Operating frequency setting 
See “e Operating frequency.” (p. 106) 


@), ( Operating mode setting 
See “e Operating mode.” (p. 106) 


() Data mode setting 
1 byte data (XX) 

00: Data mode OFF 
01: Data mode ON 


(2 Tone setting 
® 


_ 0: OFF, 1: Tone 
2: TSQL 
0 (fixed) 


(3-15 Repeater tone frequency setting 

Tone squelch frequency setting 

See “e Repeater tone/tone squelch frequency setting’ 
as described above. 


(9-27) Memory name setting 
9 characters (fixed) 
See “e Character code setting.” (p. 106) 


‘1A 00’ command with the format as below clears the 
data of the selected memory channel. 

®, @ : Memory channel 0 to 99 

3) : FF 


@ or later : None 
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Mmm 15 speciricaTions 
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@ General 


¢ Frequency coverage 
Receive 
0.030—60.000***? 
Transmit 
1.800-1.999*?, 


: (unit: MHz) 


3.500-3.999*?, 


5.33200*°, 5.34800*°, 5.35850*°, 
5.37300**, 5.40500*°, 


7.000—7.300*, 

14.000-14.350*?, 
21.000—21.450*?, 
28.000—29.700*?, 


10.100-10.150*?, 
18.068—-18.168*, 
24.890—24.990*?, 
50.000-54.000** 


*1Some frequency bands are not guaranteed. 


*2Depending on version. 


¢ Mode 


*8Only USA version. 
: USB, LSB, CW, RTTY, AM, FM 


¢ No. of memory channels : 101CH (99 regular, 2 scan edges) 


e Antenna impedance 
e Antenna connector type 


: 50 Q (at Antenna Tuner OFF) 
: SO-239 x 2 


¢ Usable temperature range : 0°C to +50°C (+32°F to +122°F) 


¢ Frequency stability 


e Frequency resolution 
¢ Power supply 
¢ Power consumption 
Transmit 
Max. power 
Receive 
Standby 
Max. audio 
¢ Dimensions 
(projections not included) 
¢ Weight (approx.) 
¢ ACC connector 
¢ Cl-V connector 


: Less than +0.5 ppm 5 min. after 
power ON. (0°C to +50°C; +32°F 
to +122°F) 

:1Hz 

: 13.8 V DC 415% (negative ground) 


:23.0A 


:2.2A 

:3.0A 

: 315(W) x 116(H) x 343(D) mm 
12546(W) x 4%6(H) x 13%4(D) in 

: 10.2 kg; 22.4 Ib 

: 13-pin 

: 2-conductor 3.5 (d) mm (14) 


@ Transmitter 


¢ Output power (continuously adjustable) 


SSB/CW/RTTY/FM 
AM 
(at 13.8 V DC/+25°C) 


¢ Modulation system 
SSB 


¢ Spurious emission 
HF bands 
50 MHz band 
¢ Carrier suppression 
¢ Unwanted sideband 
suppression 
e ATX variable range 
¢ Microphone connector 
e ELEC-KEY connector 
¢ KEY connector 
¢ SEND connector 
e ALC connector 


:2to 100W 
: 2 to 27 W* (*Carrier power) 


: Digital PSN modulation 
: Digital Low power modulation 
: Digital Phase modulation 


: Less than —50 dB 
: Less than -63 dB 
: More than 40 dB 


: More than 55 dB 

: 9.999 kHz 

: 8-pin connector (600 Q) 

: 3-conductor 6.35(d) mm (14”) 
: 3-conductor 6.35(d) mm (14) 
: Phono jack (RCA) 

: Phono jack (RCA) 


@ Receiver 


¢ Receive system 


¢ Intermediate frequencies 


1st 
2nd 
¢ Sensitivity 
SSB, CW 
(10 dB S/N) BW=2.4 kHz 
AM (10 dB S/N) 
BW=6 kHz 


FM (12 dB SINAD) 
BW=15 kHz 
¢ Squelch sensitivity 


: Double superheterodyne system 


: 64.455 MHz 
: 36 kHz 


: 0.16 UV (1.80-29.99 MHz)** 


0.13 UV (50.0-54.0 MHz)*® 


: 12.6 UV (0.5-1.799 MHz)*4 


2.0 pV (1.80-29.99 MHz)** 
1.6 wV (50.0-54.0 MHz)*® 


: 0.5 UV (28.0-29.7 MHz)*4 


0.32 UV (50.0-54.0 MHz)*® 


Frequency band Squelch sensitivity 
HE SSB_: Less than 5.6 uV** 
FM :Less than 0.32 pV** 
50 MHz SSB _ : Less than 5.6 pVv*> 
FM _ :Less than 0.32 pv*® 


4 Pre-amp 1 is ON. 


*® Pre-amp 2 is ON. 


* Selectivity (IF filter shape is set to SHARP.) 


SSB (BW: 2.4 kHz) 
CW (BW: 500 Hz) 
RTTY (BW: 350 Hz) 
AM (BW: 6 kHz) 


FM (BW: 15 kHz) 


: More than 2.4 kHz/-6 dB 


Less than 3.4 kHz/-40 dB 


: More than 500 Hz/-6 dB 


Less than 700 Hz/—40 dB 


: More than 500 Hz/-6 dB 


Less than 800 Hz/-40 dB 


: More than 6.0 kHz/-6 dB 


Less than 10.0 kHz/—40 dB 


: More than 12.0 kHz/-6 dB 


Less than 22.0 kHz/—40 dB 


¢ Spurious and image rejection ratio 


¢ AF output power 
(at 13.8 V DC) 
¢ RIT variable range 
¢ PHONES connector 
e External SP connector 


¢ DSP ANF attenuation 


¢ DSP MNF attenuation 
¢ DSP NR attenuation 


: More than 70 dB 
: More than 2.0 W at 10% 


distortion with an 8 Q load 


: 9.999 kHz 
: 3-conductor 6.35 (d) mm (14”) 
: 2-conductor 3.5 (d) mm 


(4/8 O 


: More than 30 dB 


(with 1 KHz single tone) 


: More than 70 dB 
: More than 6 dB 


(noise rejection in SSB) 
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@ Antenna tuner 


¢ Matching impedance range 


HF bands : 16.7 to 150 O unbalanced 
(Less than VSWR 1:3) 
50 MHz band : 20 to 125 Q unbalanced 


(Less than VSWR 1:2.5) 
¢ Minimum operating input —: 8 W (HF bands) 
power 15 W (50MHz band ) 
¢ Tuning accuracy : VSWR 1:1.5 or less 
e Insertion loss (after tuning at RF power 100W) 
1.8 MHz band : 1.2 dB or less 


Bands other than 1.8 MHz : 1.0 dB or less 


All stated specifications are typical and subject to change without 
notice or obligation. 
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1 6 OPTIONS 


@ Options 


IC-PW1/EURO HF/50 MHz ALL BAND 1 kW LINEAR AMPLIFIER 


Full-duty 1 kW linear amplifier including an automatic antenna tuner. Has auto- 
matic tuning and band selection capability. Full break-in (QSK) operation is pos- 
sible. The amplifier/power supply unit and the remote control unit are separated. 
The optional OPC-599 ADAPTER CABLE is required for connection. 


AH-4 HF AUTOMATIC ANTENNA TUNER 


Specially designed to tune a long wire 
antenna for HF/50 MHz bands partic- 
ularly in portable or mobile operation. 
The “PTT tune” function provides sim- 
ple operation. 

¢ Input power rating: 120 W 


PS-126 DC POWER SUPPLY 


* Output voltage : 13.8 V DC 
¢ Max. output current : 25 A 


SP-23 EXTERNAL SPEAKER 


4 audio filters; headphone jack; can 
connect to 2 transceivers. 

¢ Input impedance: 8 QO 

¢ Max. input power: 4 W 


AH-2b ANTENNA ELEMENT 


A 2.5 m long antenna ele- 

ment for mobile operation 

with the AH-4. 

*Frequency coverage 
7-54 MHz band with the 
AH-4 


SP-21 EXTERNAL SPEAKER 


Designed for base station operation. 
¢ Input impedance: 8 QO 
¢ Max. input power: 5 W 


SM-30 DESKTOP MICROPHONE 


© 


Unidirectional, electret microphone for 
base station operation. Includes low 
cut switch and mic gain control. 


SM-50 DESKTOP MICROPHONE 


é 
Unidirectional, dynamic microphone for 
base station operation. Includes [UP]/ 
[DOWN] switches, a low cut switch and 
mic gain control. 


HM-36 HAND MICROPHONE 


Hand microphone equipped with [UP]/ 
[DOWN] switches. 

The same as that attached with the 
transceiver. 


CT-17 Cl-V LEVEL CONVERTER UNIT 


For remote transceiver control using a 
personal computer equipped with an 
RS-232C port. You can change fre- 
quencies, operating mode, memory 
channels, etc., via your computer. 


FL-430 1ST IF FILTER (6 kHz) 
FL-431 1ST IF FILTER (3 kHz) 


These filters reduce interference 
from strong nearby signals. 
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¢ OPC-599 ADAPTER CABLE 
13-pin, ACC connector to 7-pin + 8-pin ACC connector. 


¢ MB-123 CARRYING HANDLE 
Convenient when carrying the transceiver. 
The same as that supplied with the transceiver. 


¢ OPC-420 SHIELD CONTROL CABLE 
For the connection between transceiver and the AH-4. 


¢ RS-BA1 IP REMOTE CONTROL SOFTWARE 
Y To remotely control radios using the RS-BA1, BE SURE 
Y that you comply with your local regulations. 


Approved Icom optional equipment is designed for 
optimal performance when used with an Icom trans- 
ceiver. 

Icom is not responsible for the destruction or damage 
to an Icom transceiver in the event the Icom trans- 
ceiver is used with equipment that is not manufac- 
tured or approved by Icom. 
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17 cE 


INSTALLATION NOTES 


For amateur base station installations it is recom- 
mended that the forward clearance in front of the an- 
tenna array is calculated relative to the EIRP (Effective 
Isotropic Radiated Power). The clearance height below 
the antenna array can be determined in most cases 
from the RF power at the antenna input terminals. 


As different exposure limits have been recommended 
for different frequencies, a relative table shows a 
guideline for installation considerations. 


Below 30 MHz, the recommended limits are specified 
in terms of V/m or A/m fields as they are likely to fall 
within the near-field region. Similarly, the antennas 
may be physically short in terms of electrical length 
and that the installation will require some antenna 
matching device which can create local, high inten- 
sity magnetic fields. Analysis of such MF installations 
is best considered in association with published guid- 
ance notes such as the FCC OET Bulletin 65 Edition 
97-01 and its annexes relative to amateur transmitter 
installations. 

The EC recommended limits are almost identical to 
the FCC specified ‘uncontrolled’ limits and tables exist 
that show pre-calculated safe distances for different 
antenna types for different frequency bands. Further 
information can be found at http:/Awww.arrl.org/. 


¢ Typical amateur radio installation 

Exposure distance assumes that the predominant ra- 
diation pattern is forward and that radiation vertically 
downwards is at unity gain (sidelobe suppression is 
equal to main lobe gain). This is true of almost every 
gain antenna today. Exposed persons are assumed 
to be beneath the antenna array and have a typical 
height of 1.8 m. 


The figures assume the worst case emission of a con- 
stant carrier. 


For the bands 10 MHz and higher the following power 
density limits have been recommended: 


10-50 MHz 2W/sqm 
Vertical clearance by EIRP output 

1 Watts 2.1m 

10 Watts 2.8m 

25Watts 3.4m 

100 Watts 5m 

1000 Watts 12m 


Forward clearance by EIRP output 
100 Watts 2m 


1000 Watts 65m 
10,000 Watts 20m 
100,000 Watts 65m 


In all cases any possible risk depends on the trans- 
mitter being activated for long periods. (actual recom- 
mendation limits are specified as an average during 6 
minutes) Normally the transmitter is not active for long 
periods of time. Some radio licenses will require that a 
timer circuit automatically cuts off the transmitter after 
1—2 minutes etc. 


Similarly some modes of transmission, SSB, CW, AM 
etc. have a lower ‘average’ output power and the as- 
sessed risk is even lower. 


Versions of the IC-7410 which display the 

C E “CE” symbol on the serial number label, 
comply with the essential requirements of 
the European Radio and Telecommunica- 
tion Terminal Directive 1999/5/EC. 


This warning symbol indicates that this 
equipment operates in non-harmonised 
frequency bands and/or may be subject to 
licensing conditions in the country of use. 
Be sure to check that you have the correct 
version of this radio or the correct program- 
ming of this radio, to comply with national 
licensing requirement. 


e List of Country codes (ISO 3166-1) 


Country Codes Country Codes 

1 | Austria AT 18 | Liechtenstein Ll 
2 | Belgium BE 19 | Lithuania LT 
3 | Bulgaria BG 20 | Luxembourg LU 
4 | Croatia HR 21] Malta MT 
5 | Czech Republic CZ 22 | Netherlands NL 
6 | Cyprus CY 23 | Norway NO 
7 | Denmark DK 24 | Poland PL 
8 | Estonia EE 25 | Portugal PT 
9 | Finland FI 26 | Romania RO 
10 | France FR 27 | Slovakia SK 
11 | Germany DE 28 | Slovenia Sl 
12 | Greece GR 29 | Spain ES 
13 | Hungary HU 30 | Sweden SE 
14 | Iceland IS 31 | Switzerland CH 
15 | lreland IE 32 | Turkey TR 
16 | Italy IT 33 | United Kingdom GB 
17 | Latvia LV 


CE 


DECLARATION 


COM OF CONFORMITY 


We Icom Inc. Japan 
1-1-32, Kamiminami, Hirano-ku 
Osaka 547-0003, Japan 


Declare on our sole responsibility that this equipment complies with the 
essential requirements of the Radio and Telecommunications Terminal 
Equipment Directive, 1999/5/EC, and that any applicable Essential Test 
Suite measurements have been performed. 


Kind of equipment: HF/50 MHz TRANSCEIVER 


Type-designation: IC—7410 


Version (where applicable): 


This compliance is based on conformity with the following harmonised 
standards, specifications or documents: 

i) EN 301 489-1 v1.6.1 (September 2005) 

ii) EN 301 489-15 v1.2.1 (August 2002) 

iii) EN 301 783-2 v1.1.1 (September 2000) 

iv) EN 60950-1 2006 A11:2009 


CEO 


Bad Soden 14th Jan. 2011 
Place and date of issue 


|com (Europe) GmbH 
Communi cation Equipment 
Auf der Krautweide 24, 


65812 Bad Soden am Taunus, 


Ger many 


Authorized representative name 


Y. Furukawa 
General Manager 


v) 
vi) 


Signature 


Icom Inc. 
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MEMO 


MEMO 


Count on us! 


IC-7410 #03 < Intended Country of Use > 


(Europe) MAT MBE MICY CICZ DK MEE 

@Fl OFR MDE @GRMHU IE 

IT OLV SLT LU MT@NL 

MPL MPT SK MS! CES OSE 

BGBOIS MLI ONOCICHSBG 
TR OHR 


IC-7410 #04 < Intended Country of Use > 
(Europe-1) AT OBE ICY 01CZ ODK OEE 


IC-7410 #05 < Intended Country of Use > 
(Italy) AT OBE OCY OCZ ODK CEE 


IC-741 0 #06 < Intended Country of Use > 
(Spain) AT OBE OCY OCZ ODK OEE 


ROOTR OHR 
IC-7410 #11 < Intended Country of Use > 
(France) CAT OBE OCY OCZ ODK OEE 


A-6904H-1EX | 
Printed in Japan com inc. 


© 2011 Icom Inc. 1-1-32 Kamiminami, Hirano-ku, Osaka 547-0003, Japan 


